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TROOPS OF CARRANZA 


FILL PARRAL DIS- 


TRICT RAPIDLY. 


VULA NO LONGER ISSUE 


OENERAL SCOTT SENDS 


REPORT TO SECRE- 


TARY OF WAR. 


BL PASO. Texas. April IS.—Brig- 


ndier General Pershing has made 
•uch disposition of his forces that the 
'American 
punlttve expedition Is 


equally ready today to proceed quick- 
ly in pnrsnlt_jof JS111», or withdraw 
from Mexico when the future course 
of operations la determined by. the 
administration at Washington. Th* 
troops can be retired from Mexico In 
iten days, according to army officers 
at Fort Bliss. 


Carranza officials at Juares report- 


ed the 
situation 
generally quiet 


throughout Upper Mexico and amid 
every preparation ha* been mad* to 
suppress any disorder*v that might 
arise. The Parral dlatrlet la being 
filled with 
Carransa troop* s 


guards have been thrown about min- 
ing properties, 


SAN ANTONIO, Texas, April 22.— 


Secretary of War Baker should be In 
receipfof a report before night from 
Major General Hugh I*. Scott, ^hief 
of staff of the army, that may assist 
the 
administration 
in 
deciding 


whether to withdraw the American 
troops or send them farther Into 
"IjiLl-ii^tHisifclHu Scott and Ftanston 
today will review In detail ts* iH 
tory of the punitive expedition's op 
orations since entering Mexico almos 
Six weeks ago. 
General Funston has received re- 


ports showing movements 
of Car 


ranza troops in the' district penetrat 
ed hy ^General Pershing and others 
have^been' -sent to General Pershin 
authorizing htoj to prepare for an 
aggression. 
Carranza officials have given plaus-' 


ible reasons for moving the forces of 
General Arnulfo Gomez eastward 
from Sonora, the troops of General 
Luis Herrera south from Chihuahua 
to Parral, and a considerable force 
towards Casas Grandes, but should 
the war office at Mexico City decide 
later to use t**"6 forces to prevent 
further military operations, General 
Pershing will be prepared for any 
situation. 
* 


Until late last night. Generals 


Bcott and Funston discussed the de- 
velopments of the pursuit of Villa 
that began with promised co-opera- 
tion by Carranxa troops and ended, 
or-practically ended, with a warning 
to Colonel W. C. Brown at Santa 
Cruz by a Carransa official that he 
must not advance south of that point 


General Perahing's reports, which 


are said to contain recommendations 
that radical changes be authorized, 
probably will be gone over carefully 
today. 
Overnight 
dispatches from 


the front indicated no renewed of- 
fensive activity. The pursuit of the 
bandit chieftain remained practical- 
ly at a standstill and the impression 
is gaining strength at departmental 
headquarters that the troops will be 
withdrawn. 


VILLA FADING AWAY. 


. 
Dead 
or Alive, Bandit 
Becomes 


Minor Figure in Crisis. 


EL PASO, Texas, 
April 
22.—A 


troop train left Juarez 
today with 


several 
hundred 
members of th< 


Juarez garrison on board who have 
teen ordered to Casas Grandes. Ac- 
cording to Mexican 
officials these 


troops are not Intended as a re-in 
f oroament of the Casas Grandes gar- 
rison but will replace the soldiers 
now there who will be sent to Ma 
dera. 
Pending the report which Genera 


Scott is expected 
to make to th 


.war department from San Antonio 
and on which a decision 
will be 


(reached as to whether 
or not th 


• expeditionary forces should ail b 


withdrawn from Mexico, there was 
lull even in the ranks of the alarm 
fata on th* border. 


Villa has become a minor figure i 


the situation as far as El Paso 
concerned. 
Those who do nut be 


lieve he Is dead are willing to admit 
that his prestige is gone and that he 
has ceased to be a factor in Mex- 


', 
lean affairs. 
Apart from the ques 


' 
tlon of the withdrawal of the Amerl- 


<•' 
can troops, interest here I* devoted 


f 
to stories received from 
Mexican 


?,; 
sources dealing 
with the 
alleged 


j 
apread of Felix Diaz' revolution In 


jgftaouthem Mexico. 
It seems certain 
V| that there la some basis for these 


I atorlea which are accepted as sub. 


Summary of 


THE TIMES-DEMOCRAT 


Saturday. April 2*. 1»1«. 


, LOCAL. 


Property owners object to 


closing street for railroad. 


Police head declares war on 


cogs. 


Lima capital in Springfield 
tftl plant. 
r-ac'-; about Urns water sit- 


nation. 
. 


Dozen applicants 
take civil 


110 


10o 


Weather (or Ohio 


and Vicinity 


Partly eloady tonight 


and Sunday. except prob- 
able showers sew Lake 
Erie. Temperatures reg- 
istered at Solar Refinery: 


Temperature at 
Solar Refinery 


4 a. m. _. 
• a. m. ..: 
It m. .. 
2 p. m. —. 


48 
42 


Historical 
society to bear 


Solemn services at St. John's 


church. 
' 
. 
- 
. 
' 
• 
HoldrWge corner. West High 


street, sells for $30.000. 


NATIONAL. 


TT. 8. forces in Mexico await 


orders. 


United States seeks bomb 


plotters In New York City. 


Handsome train robber makes 


another haul. 


Selling crumbles Wall street 


stocks. 
• 


Diplomatic 
outlook 
pulls 


nrheat down. 


Although not on ballot Teddy 


runs strong. , 
._ • 
. 


American army will use dogs 


tn service. 
' The human race is afraid of 
snakes. 
, 
FftHJBSGN. 


Trench repulse German at- 


tack* 4n west 


MS REPULSE 


ATM 


ON m LINES 


Through 


Lyons on Way to the 


Front. 


SOFIA IS BOMBARDED 


COLUMBUS. — Violation tit 


the federal law farMMing im- 
portation into Ate country of 
either skilled or unskilled la- 
borers under contract, is charg- 
ed against the Coshocton Glass 
company and David Pngh, its 
superintendent, i n» suit filed in 
federal district court here to- 
day by Stuart I*. Bolin, United 
States district attorney. 
Dam- 


ages of f1,000 rae asked in the 
suit. 
• 


COLUMBUS. — Count? com- 


misshmen may pay druggists 
for anti-toxin procured by phy- 
sicians for persons unable to pay" 
for it, when local health officials 
approve the necessity of admin- 
istering the anti-toxin. Attor. 
ney General Turner declared in 
an opinion today. 


TIFFIN.—Charged with strik- 


ing Mrs. F. O. Oilcher, wife of 
Mayor Gilcher 
of Republic, 


Neile gtetabangn,' editor of the 
•Republic Reporter, late yester. 
day was bound over to common 
pleas court on a charge of as- 
sault and battery. The alleged 
offense took placo Thursday 
night. Steinbaugh approached 
horn 
behind. 
Mm. 
Gflcher 


charges, and when she biased a 
flashlight Into his face, he 
struck her, she says. Stainbaugb 
has been released on fJMO bond. 


French Prosecute Idlers 


Who Ignore the Legal 


Grain Prices. 


The Germans have resumed the 


offensive 
before Verdun, patting 


their infantry 
In action on 
both 


banks of the Mouse but failing to 
gain additional ground, according to 
the French war office bulletin.' 


The principal attempt to advance 


was made east of the Meuse follow- 
ing an intense bombardment. Paris 
reports that 
the French 
artillery 


[oiled the attempt and caused -the 
Germans heavy losses. The scene of 
this fighting was between the river 
and Fort Vaux. 


To the, west, Just 
beyond 
the 


Meuse, the Germans put liquid fire 
into play in attacking the French 
lines north of the Caurettes woods, 
but the assault is declared to have, 
been barren 
of advantage to the 


Irown Prince's forces. 


In the Balkans a French aeroplane 


made a 400-mile flight from the ai- 
led lines to Sofia and return, drop- 
ping four large-calibre bombs on .a 
Zeppelin shed in the Bulgarian cap- 
ital. Other points behind the lines 
also were bombarded by'French air- 
men, the Doiran region being given 
especial attention. 


Berlin reports a futile attack, by 


the French on the Dead Man's Hil 
region .northwest of Verdun. 
The 


Paris 'Statement declares the G«a> 
mans -attacked her* «od- succeeds* 
in gaining- a footing hv thn Frencl 
first 
fine 
~ but 
were 
afterwar< 


ejected. 


An attac:: north of Tpres is ad 


nutted by Berlin to have resulted In 
the recovery by the British of abou 
a third of the six hundred yards o 
trenches taken by the Germans re- 
cently. 


First Photo of Presidential Couple 


This is the flrst 
th taken 


of President and MM),Wilson;.togetb* 
er since they wer« flarrted, 
Here- 


tofore, for a reason photographers 
in Washington hayf neter been able 
to learn, over-HateiM secret service 


men have,always walked In front of 
the camera when they tried to snap 
Mrs. Wilson. This picture was taken 
as the couple left 
D. A. R. hall, 


where the President had just fin- 
ished his address welcoming the del- 
egates of the order to Washington. 


PARIS, 
April 
22.—An intense 


bombardment of the French front 
before Verdun, between the Meuse 
and Fort Vaux, 
was followed last 


night by ah attempt on the part of 
Germa ntroops to advance. The war 
office announcement of this after- 
noon says the advance was prevented 
by the artillery' fire of the French 
which inflicted heavy losses on the 
Germans. 


The statement also says a Ger- 


man attack north of Canrette wood. 
In which liquid fire was used, waa 
repulsed. 


DRAGX7INAN, France, April 22. 


Primary to be Overshad 


owed by Program of 


Improvement. 


Voters to. Get First Taste of 


Millers 
of 
the 


Bouches-Du-Rhone 


THE DAY IN CONGRESS. 


Senate! Met at noon. Sisal mo- 


nopoly inquiry continued. Free su- 
gar repeal debated with agreement 
to vote before adjournment. 


House: Met at 11 a. m. Consid- 


eration of agricultural appropriation 
bill resumed. 


departments of 
and 
Vaucluse, 


who disregarded the maximum retail 
price of flour fixed last December 
for the department of war are being 
prosecuted. 
Pending 
the outcome 


of their trial they have been exclud- 
ed from the list of millers entitled to 
receive wheat from the government's 
stock for provisioning 
the depart- 


ment of war. 


CONSTANTINOPLE, April 28. via 


Lon.—A British camp on the Suez 
anal has been attacked by a Turk- 
sh aeroplane, 
the 
war office an- 


nounced today. The airship dropped 
tombs and returned successfully. 


Medal For Weather Sharp 


BOND ISSUE LOGIC. 


15. Bonds Are InvectnesUa. 


More than a quarter of a cen- 


tury ago the city of Uma Issued 
bonds in the sum of one hundred 
thousand dollars. The issue was 
one of long period duration and 
they were 
known 
as 
"shop 


bonds." With them the city paid 
bonuses that gave to this com- 
munity the terminal shops of the 
Lake Erie & Western and C., H. 
& D. railways. 
Those bonds 


were placed on the tax duplicate. 
Were they a good Investment or 
did they work a hardship on the 
tax payers of the city? 


Since the year of that bond 


issue these two railroad 
com- 


panies have paid more money in 
taxes to the city on the shops 
properties than the interest on 
the bonds will ever 
aggregate 


In addition to the taxes returned 
these shops have furnished em 
ployment for hundreds of men to 
it would be Impossible to com- 
pute the amount of wealth they 
•brought to the city. 
Think ol 


the homes that have been built 
and other properties Improved 
aa a result of the bringing of 
those shops to the north 
and 


south sides of Lima! Think of 
the thousands upon thousands of 
dollars in wages that have 'been 
disbursed among employes oC 
these shops and then put Into 
circulation in Lima since those 
bonds were voted for! Then 
think also of the valuation that 
have been added to the tax dup- 
licate as a result of those bonds. 


If the bond issues now pro- 


posed are approved by the citi- 
zens of Lima at next Tuesday's 
election there will be one .mil- 
lion, two hundred and thirty-nine 
thousand dollars spent by 
the 


city and property owners In Llmft 
for labor and materials during 
the next two years. Then think 
again of the valuations that will 
be added to the tax duplicate >by 
the proposed improvements • abd 
figure whether or not these in- 
creased valutions wfll not wine 
out all of the expense the bonds 
could possibly bring to the tax 
•payer. 


BE 


OF 


TO 


KAISER. CHANCELLOR 


AND ABUT CHIEF 


IN CONFERENCE. 


BERLIN IS PESSIMISTIC 


BERNSTORF URGES HIS 


GOVERNMENT TO 


RECEDE, 


BERLIN, April 22.—via London- 


Germany's 
answer 
to the latest 


American note is likely to be delay- 
ed by some parleys and Yequests for 
further 
Information 
on 
certain 


points, according . to the 
Lokal 


Anzeiger which says It learns that 
the note is a decidedly long one and 
that it will be examined w%b Ger- 
man thoroughness. 
The American 


note Is now in the hands of Em- 
peror William, Chancellor Von Beth- 
mann-Hollwee 
and 
General Von 


Falkenhayn, chiet of the general staff 
at general headquarters. 


A summary of the note was tele* 


graphed yesterday to General Head- 
quarters, and a courier, bearing the,, 
full text and, the appendix, was seat 
there 'by train. 


The deliberations of the emperor 


the chancellor and the chief of staff 
will determine the future 
shaping 


of.' German-American relations. 


The note appears in the 
news, 


papers of this afternoon. All, is 
calm here. . 
' 


Presidential Prefer- 


ence Test. 


By-David W. BowmnK. I 


Ohio's old regimental battle flags 


that have been for so many years 
Insecurely guarded and protected In 
wooden cases in the state house, will 
be taken. In a tew weeks, to the ro- 
tunda of the capltol. put up In hand- 
some steel cases, and permanently 
sealed up, there to remain for all fu- 
ture time. Local members of Mart 
Armstrong Post, Grand Army of the 
Republic, are interested 
In the 


change. It Is expected a large dele- 
gation, headed by Commander Mar 
shall and H. H. Swift, adjutant, wll 
attend the ceremonies marking the 
change. 


It will be the IM* opportunity 


while they •*• stlfl OB •wth to carry 
these old b»ute>esmrrt4 baansw In 
procession. Thursday. Afrtl 37, has 
beta selected M the 4»y for the 
transfer. The exercise* w»Jt bs hold 
to capltol 


Interest In the presidential pref- 


erence primary and the election of 
delegates and alternates to the state 
and national 
conventions will be 


greatly 
overshadowed 
in 
Lima, 


Tuesday. 
Bond Issues for 
three- 


quarters of a million 
dollars will 


hold the center of the stage as far 
as this city is concerned. 
In fact, 


the absence of warm contests has 
been responsible for a lack of inter- 
est in the primary, but the Improve- 
ment program involving the future 
let Lima will 
draw out 
a large 


vote unless the weather is unusually 
inclement. 


Officials Say Great Number 


Are Implicated in Wide 


Conspiracy. 


Will Return Captured Pa- 


pers, But Will Keep 


Copies. 


WASHINGTON, April 22.—While 


Believed to be Bandit Who 


Pulled Off Two Pre- 


vious Exploits. 


RAWLINGS, Wyo., April 221—-A 


sheriff's posse of two dozen mounted 
men on fast horses early today re- 
sumed the chase begun last night for 
the bandit who held up nearly 50 
passengers on Union Pacific Limited 
train, west of Hanna, Wy». 


The robber Is believed* to be the 


man who on April 5, last, held up 


WASHINGTON. April 22.-r^tth 


official word that the American not* 
had been presented to the, Berlin, 
tarelgn 
office, 
administration of- 


Jclal* today momentarily^ expected 
definite advise* treat" " 
•tytfalft^'.'tM 
*AO Itpw tb0 


W was receives together 
Information as to the nature of the 
German reply. 


In reporting the delivery of the 


note late Thursday afternoon, Am- 
bassador Gerard advised the state 
department that he had afterwards 
conferred 'briefly with Foreign Min- 
ister Von Jagow. The contents of 
another message from the ambassa- 
dor was closely, guarded, althoug* 
'it is said that he informed the de 
partment that assurances had been 
given him of immediate consideration 
of the document. Some officials In- 
idlcated that they look for a reply 
from Germany by the middle of next 
week. 
Count Von Bernstorff, 
the 
Ger- 


man amlbassador, who is away on a 
brief trip is not expected to return 
•uwu 
*. «.» 
— — -- f -— 
— , -- --, 
--- 
- 
* j QFlQ]. CTIP IB UUV O.*ye*it<«** «* a «%••*••» 


the Union Pacific Overland Limited untu- Monday unless important de- 
near Corlett 
Junction, 
Wyoming,.; 
W £*il&M.*IL±* \M A^-'A^ f 
J»£/» *» 
444* • 
VV «AA*U . H^ttl 
V^wEld-V 
V U**V**W**» 
»V J V"-»"-»Of J R^/Oi 1AJI4V70 « "-"D***1 »»"~a 


it was learned here today additional j ana On February 8 performed a slm- j sue are received at 
indictments against German sympa-1 jjar exploit near Green River, Wyom- i *ore tnat "me- 
thlzers In America will be asked as.jngf an(j jn March robbed a passen-L m 
the result of the revelations of Horst | ger train on the Oregon 'Short Line 
Von Der Goltl, 
German spy, word near ROy, Utah 


regarding the submarine is« 


from New York indicated the state- 
The bandit, described 
as a tall, 


It is known that 


government to modi- 


submarine warfare to meet Amer- 


„.„„ latest demands. 


It become known 
that 
several 


messages have been received from 
' 
last 
- 
e an, 
ecr 
, 
„, 
. 


ment, made in his confession is far handsome youth, boarded the train | Ambassador Genrd 
from comprising all the evidence tn!«t Greeley, Colo., after a conversa- j day or so 
K w 
transmtt 


It was stated Von 


statement has 
opened 


before has a bond 
issue 


campaign attracted the interest man- 
ifested in the trio which will be sub- 
mitted to the electorate 
Tuesday. 


During the past week nightly meet- 
ings have been held under the au- 
spices of a committee of interested 
cuisens with the welfare of Lima at 
heart. In two school houses each 
night speakers have battered down 
opposition of the skeptical, produc- 
ing logical arguments to meet the 
questions advanced by those whose 
misinformation fostered antagonism, 
'he response has been flattering. In 
each of the large factories meetings 
lave been held in order to line up 
lie working class, and promises of 
uppprt-aave been numerous. There 
will be little done Monday save the 
«mtnding of the 
voters that 
an 


lection occurs Tuesday. This is to 
revent the defeat of the trio of 
mprovement projects by the "stay- 
at-home" vote, often a powerful fac- 


Prof 
Cleveland Abb*. 


The National Academy of Scienoa* 


has lust awarded 
Professor Cleve- 


land Abbe a medal for organlaatlon 
of ttto United States weather service 
fhe award Is mad* for "eminence 
In th* application of science to th* 
public 


or in the defeat of progress. 
* • • • 


Tuesday marks 
the first 
presi- 


dential preference primary In which 
he voters of Ohio have ever par- 
telpated. The force of the recorded 
opinion Is conjectural, for there t 
10 w»y 
of preventing a 
delegate 


Der 
up a field 
j 


radically 
without 
limit, and the j 


overhment officers will follow every i 
lew to the end. 
It is understood! 


he number 
of 
men implicated I«»jf;!r' 


plots 
Is 
much larger itne 


course of an hour *£^\^^SS» -"=' 
and compelled the i jy e3tajnlnc<1 by offlclai8 ln an at- 


.«.-'tempt to gain an understanding of 


the state of German public opinion. 


Dispatches from the Ambassador 


the hat. 


ban had been supposed. 
, 


The departments of state and Jus-;"**11111*0" 


ioe announced today the government " np 
f 


s willing to return to the German 
embassy all papers seized In the raid, 
on the former 
New York office of|f>er 


Cant. Von Papon. In which Wolfe ^ 
Von Igel was arrested. The condi- 
tion on which the papers will be.re- 
urned la their, identification by Am- 
msgador Von Bernstorff 
as official 


papers of'theiembassy. It is:believ- 
ed, because of the fact some of the 
documents-deal with 
plot* against 


the neutrality of this country, it will 
be embarrassing to the ambassador 
to claim th*m as official property. 


In. any 'case, it Is stated, the gov- 


ernment , wilt retain . photographic 
copies of all the papers, despite the 
protests, .of ', Count Von . Bernstorff. 
Secretary tansing, it is understood, 
is considering, the propriety .of send- 
ing a note of apology to the German 
ambassador for the seizure of the 
papers. 


Two of the 
men named in the 


statement of Von Der Goltz as plot- 
ters/disclaimed any connection, ac- 
cording to dispatches received here 
today. 


Hans E. Grunow, German Tonsul 


at St. Paul, was emphatic in his de- 
nial. 


About $200 
was 


car. 


entrance 
At the 
to th« second are looked for momentarily to give 


-o-duetor . 


.300 
»300 


wild 


was dropped 
was aroppea 


When the collection was 


„ information regarding tha 
of German officials* the man- 


ner in which the note was received 


the rob-'and forecasts of action which 
had 


In been taken by the German govern- 


lnw> ment In response to the demand of 


the United States that It declare and 
affect an abandonment of the pr*s> 
finished 


as the train slackened speed for the 
Bdson tunnel. Th* man dropped to 
he ground and ran in the direction 
of the "robbers' roost" country In 
.lie Elk mountain region. 


The bandit who robbed the Union 


Pacific Overland Limited at Corlett 
Junction, promised the 
porter who 


collected for him on that occasion, 
that he would return the watch on 
bis next exploit. 


from doing as he believes best after 
"I never: knew of a man named 


the first ballot. In fact, the expree 
sloa of preference Is more useful for 
idvertlslng purposes than for aetual 
binding. 
To saddle one duty on a 


delegate Is to rob htm of the use of 
his Judgment, and 
the excitement 


ati delirium of a great convention 


(Continued on Pago Twa) 


Von Der Ooltr," he said; "I do not 
know anything about the matter. I 
never heard of the plans until now 
The charges that Implicate me are 
nonsense." 
•» 


George Schudmacher, a German 


chemlit living near Roseburg, Ore. 
made light of the Idea of his having 
any connection with a conspiracy. 


KIDNAPING CHARGED. 


CLEVELAND, 0.. April 22.—'Mrs. 


Anna Francis, 38, was held for ar- 
raignment In police court today on 
a charge of child stealing in connec- 
tion with 
the 
disappearance 
last 


Wednesday of three-year-old 
John 


Zolkowski. The boy, It Is said, was 
picked up In front of his home and 
was carried away by a woman, who 
put an apron over bis head. 
Th< 


boy's father claims he later traced 


>ortant nature bearing on the sub- 
marine 'Issue should be received 'be- 
ore then. 


LITTLE HOPE AT BBRUN. 


gentlment Prevails 
That Germany 


WiU Not Accede to U. S. Demand. 


BERLIN, (via London) April 22. 


-Despite the fact that the German 
government desires 
to 
maintain, 


riendly relations with 
th* United 


States, officials 
here 


lope that any answer 


express little 


__r 
to President 


Wilson's latest note can 
go to th* 


length demanded by the American 
government. 


Neither the note nor any retoreneo 


to It has been published In Germany, 
and there Is no intimation as yot 
when the note will to made public. 


Th* celebrations 
of Holy Wook 


and of the Bastertlde, therefor*, aro 
DOj § lUinUr 
ClollUJB 
Il«3 l«l«l 
wiW^^JW jtBUU W» *.*•» 
MSPHWUB »*«tvy *—*..» — --, — - — 


him to th* woman's bout*. 
Police I proceeding 
undisturbed 
by 
any 


say no motive for the alleged kid-(knowledge of foreign complications, 
naplng could b* foM4. 
- ^ 1 Tn* mtnUUrs and otter officials} 


1 


lEWSFAPESr 
SiEWSPAPES.1 


\ 
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1 


who arc entitled to It have received 
• copy of the note and are encased 
la studying the document. 


Aa far at American 
correspond- 


ent* have 
been made 
acquainted 


with the sentiment in higher quar- 
ters, it would be wrong to regard 
the situation as 
anything but ex- 


tremely grave. 


TlM note probably will be answer- j 


•4 some Ume next week after seri-1 
cms consideration has been given tbe 
'American contention. 


The sentiment is against any fur- 


ther weakening of Germany's sub- 
marine campaign, to say nothing of 
an abandonment of it. 


U. S, FORCES 


HALT; WAIT 


\U ORDERS 
Postponements and explanations 


characterized the adjourned session 


(Continue rroni page caei 
of the city council last evening, and 


Btantially true by Mexican officials1 with objections from taxpayers, on 


Iff 
TO 


STREETFORD.m 


Company Asks Concessions 


Which Delays East Mar- 


ket Subway Project. 


Director Metheany Ordered 


to Repair North Street 


Bridge at Once. 


here. 
! 
The constant moving of Carranza 


troops, no detachment being allow- 
ed to stay more than a few weeks 
in one place at a Ume. is believed 
to have a close relation to the activ- 
ities of Diaz and his followers. 


Federal and local officers are sat- 


isfied that attempts are being made 
on a fairly large and apparently or- 
ganized scale to tamper with the loy- 
alty of the Carranza 
commanders, 


but so far theer has been no Indica- 
tion that such attempts 
ceeded in any instances. 


have sue- 


COUIMBUS, N. 
M.. April 22.— 


The new concentration pftroops at 
Columbus rapidly was being pushed 
forward today. 
Of the 2,300 men 


ordered here 
from other 
border 


points to be held subject to the or- 
ders of General J. J. Penning, ex- 
peditionary commander, the 17th in- 
fantry commander by Major Robert 
Alexander, had arrived 
today from 


Eagle HUBS, Texas, as had the first 
battalion of the 24th Infantry under 
(Major Newman, which until recently 
ha* been 
stationed 
at Del 
Rio. 


Texas. The 8th cavalry, commanded 
by Colonel Joseph A. Gaston, is ex- 
pected here 
other Texas 


from Harlingen 
and 


stations tomorrow or 


Monday. The troops 
will be held 


hear at least until General Hugh L. 
Scott, chief of staff, makes a report 
to the secretary of war on his con- 
ferences 
with 
General 
Frederick 


Funston. 


Supplies are being rushed to the 


front that 
General 
Pershtng may 


complete, the 
re-outfitting 
of his 


command during 
the lull in 
the 


Mexican operations. 


Every effort apparently was being 


made to prepare the troops for any 
development which may result from 
the San Antonio conference. 


several proposals there appeared tc 
)e plenty of reasons for delay and 
explaining. . 


The compromise which was to have 


been effected between the D. T. and 
I. railroad company and the 
city 


with regard to the building of a 
tiubway under the tracks of Eas| 
Market street was the first measure 
to reach the table. 
Tbe company 


was represented by General Manager 
J. H. Fraser, who asked tbe city to 
vacate an unnamed street just eaat 
ot the rta'ion and half a block in 
length. Discussion divulged the fact 
that the street has a name. Mayo 
street. 
On behalf of six property 


owners with real estate along tbe 
street, Kline S. S pel lacy protester 
against the closing on the ground 
that property owners had deeded the 
land to the city years ago. 
Resi- 


dents of 
East 
Market, moreover 


failed to approve the log rolling pro 
gram ot linking the railroad's pro 
posed freight house with the subway 
but urged immediate action. 
Back 


to the committee wont -both subway 
and freight house measures. 


Steps to compel the Erie railroad 


to improve the station were report- 
ed by Solicitor Light, who had con 
ferred with the Public Utilities Com- 
mission at Columbus. Last summer 
the council ordered the legal depart 
mont to request the state board to 
push action against >tbe 
Pennsyl 


vanla and Brie lines, but since that 
time the former line has complied 


Service Director 
Metheany 
was 


ordered to proceed with the repair 
of the North street bridge. 
The 


cost, (2,500, la to come from 
the 


street fund of twice that amount. 


On behalf of the Driving Park As- 


sociation. Attorney James W. Half 
hill protested against the ordinance 
annexing the park and adjacent tcr 
ritqry to the city. 
President 
pro 


tem Dempster,, presiding in the ab 
eeo'ce of President Charles F. Price 
explained that the measure had been 
drawn as the result of a misunder 
standing or a scheme to swing a rea 
estate deal and that It was slipped 
Into the clerks papers surreptitious 
\y. 
Sentiment among the members 


Hospital Caring for American Wounded in Mexico. 
FIGURE-FACTS CONCERNING 
LIMA'S WATER SITUATION 


Serious Condition of Affairs 


Stares Citiiens Squarely 


in the Face. 


Th* following Bgure-facts regard- 


ing the water situation In Lima and 
emphasizing the necessity of the im- 
provement* now being sought by 
public spirited citizens, have been 
gleaned from the records of the 
city's water works department: 


In the year 1913 the consumption 


of water was l,294,98d.«C9 gallons, 
while the production at Lima Lake 
was only S3S.1S5.000. In December 
the city of Lima waa facing a water 
famine and preparation* to start the 
Lost Creek wells were being rushed, 
but during the last week In Decem- 
ber It tegan to rain and the drought 
was broken and on tbe last day of 
1913, the pumps a.t Lima Lake were 
started and run continuously through 
January.' 1914;' producing S8«,000.- 
000 gallons. For the year 1914 the 
production and -consumption were as 


This is the field hospital eutaMlsh- The photograph was 
taken near i Incapacitated 
follows: 


ed by General Pershing where tick j Tanas Grandea 
and has just been 


or wounded 
American 
soldiers on sent by the army censor. 


the hunt for Villa 
are cared for.! 
The American soldiers who were 


dashing fight with Villa a week agoSTan 
'J 
wll be cared 
for in this field hos- 


Pital. 


HELD FOR STEALING PIPE. 


Fern and Dan Vornees, brothers, 


were arrested 
this 
morning on a 


charge of stealing .400 feet of pipe 
from Henry Enck, local contractor. 
When they attempted to dispose of 
the wagon load ot stolen property 
at one of tbe local junk dealers, the 
proprietor of the latter place immed-* 
lately informed the police and the 
two men were taken Into custody, 
and locked up in the 
city prison. 


The two men will be given a hearing 


BOND ISSUES HOLD 
CHIEF INTEREST IN 
TUESDAY ELECTION 


(Continue from pa** on*) 


often brlnga exigencies 
ID which a 


iFeb. 
Mar. 
Apr. 


June- 


cupies a useful position this sum- 
mer, more than 
In 1912,,for his 


place at the bead of the guiding part!July 
of the state which furnishes the key-;Au8- 
note and one presidential nominee n*? ' 


Consumption: 
103.913,225 
101,188.826 
112,522.723 
109.379,934 


Production - 
38S.OOO.OOO 


899,000,000 
412,000,000 


at the Chicago convention ' makes 
him more of a figure than most ot 
the chairmen of the party organiza- 
tions In other states. 


The Half hill-Par menter battle for 


the membership on 
the committee 


delegate serves his party better by |«rom the Fourth district has ducked 


in one of the Justice of the peace jU8ing C(K). Judgment than by obeying'underground, for the time being at 
courts. 
the orders received at a primary with 
one-fourth of the voters participat- 
ing. Strict interpretation of the law 


least. 
Since the • meeting of 
tbe 


county central committee which fail- 
ed to'endorse either the former con- 
stitution framer 
for state chairman 


would bind a delegate to stick to; there has been nothing said on eithe- 
the last to a discredited candidate >er aide, 
possible 
because 
of the 


of 
Parmenter by the 
who had early been made an insig- endorsement 
niflcant factor in the convention. 
j governor. The approach of the time 


Another factor which makes the for the launching ot a county ticket 


showed that the 
annexation 


would not be taken seriously. 


plan 


Chamber of Commerce Se- 


cures Valuable Indus- 


trial Concern. 


Through 
the 
influence 
of the 
| Chamber of Commerce, another fac- 


i tor;- will be located in Lima. 
The 


new concern is to be known as the 
Lima Buttouless Garment company, 
manufacturers of little girls' dresses, 
middies and buttonless night robes. 
The decision of the head of the com- 
pany to locate here was made only 
after they had looked into induce- 
ments offered b}' other cities of larg- 
er size. 


President W. H. Bridges, head of 


the firm, who resides in Cleveland 
has been in the city making final ar- 
rangements for the permanent loca- 
tion of the factory here. 
It la ex- 


pected that within tbe next couple 
of months Borne of the 40 machines 
that will be used in making the gar- 
ments will be installed in the second 
floor of the Morris Arcade building, 
which has been leased for a period 
of five years. 


The company has been incorpor- 


ated under the laws of the state of 
Ohio. 
The plant will 
open 
with 


about 50 employees. However, mem- 
bers of the company state that when 
running in good order the force will 
he materially increased. J. E. Mor- 
ris, prominent clothier of this city, 
was instrumental 
in 
Inducing the 


company to look into the proposi- 
tion of locating in this city. 


"After investigating condition and 


shipping facilities 
in 
some of the 


largest cities of the state, I found 
that Lima appeared to 
afford the 


most opportunity for the location o* 
the factory," said the head of the 
concern, yesterday. "It is one of the 
best railroad centers in the state, 
especially from the interurban stand 
point." 


TAKEN WITH CROUP. 


','A few nights 
ago 
one of my 


patrons had 
a 
child taken with 


croup," -writes M. 
T. Davis, mer- 


chant, Bearsville, W. V*. 
"About 


midnight he came to my store and 
bought a bottle of Foley'a Honey anu 
Tar Compound. Before morning the 
child was entirely recovered." Many 
such letters have beec written. H. 


Holdridge Corner Sells For 


$30,000 as an Invest- 


ment Proposition. 


The McKenzle 
Brothers 
Realty 


company closed one of the biggest 
real estate deals of the Spring to- 
day, when they purchased the Hiram 
A. Holdridge property at the corner 
of High and West streets. Accord- 
ing to members of- the 
ffrm 
the 


property was taken over as an in- 
vestment. 
The 
consideration 
is 


given as $30,000. 


•The price which 
this piece of 


property brought is evidence of ever 
increasing value of real estate in the 
city. This is especially trtCB of prop- 
erty that ia located near the busi- 
ness district. A short time ago sev- 
eral pieces of property on Market 
street Just out of the business sec- 
tion of the city sold for the same 
figure. 


Ohio, law more of a joke than a use- 
ful arrangement is the fact that a 
second choice must be registered by 
the candidates for delegates and al- 
ternate, not only (or the presidency 
but for the second place as well. 
Now as any student of history ought 
to know, three "out of four vice pres- 
idential nominees are men of whom 
no thought bad' been taken 
before 


the convention. The choice of 
a 


presidential standard-bearer general- 
ly decides the selection of a running 
mate. 


The 
vies presidential nominee 


must not come from the same sec- 
tion of the country as does his chief 
He is picked from a doubtful and 
pivotal state, hence' the prevalence 
of Hooeiers. His popularity at home 
is a great factor. He must be able 
to harmonize the rival factions/ and 
is chosen from the wing which loses 
the presidential 
nomination. 
He 


F. Vortkamp. 
tu-thu-sat 


BARMAN'S 


Is the only 
store 


that sells 
H cosier 


Kitchen cabinets. 
They are having 


a sale now and you can join the 
Hoosler club. 
Pay $1.00 and pay 


the balance 
$1.00. -weekly. 
The 


prices are from 
$12.75 to $42.50, 


delivered on payment of $1.00. 


EASTER 1MNNER 


A SPECIAL 
EASTER 
SUNDAY 


DINNER AT 76c WILL BE SERV- 
ED AT LIMA HOUSE FROM 6 TO 
H O'CLOCK. 


MART ARMSTRONG POST, NO. 202 


Comrades are asked to meet at 


S a. m. at the Memorial hall in order 
to go in a body to 
Trinity M. E. 


church, corner of Westand Market 
streets. 


By order of Commander. 


TRAIN DOGS FOR USE 


IN AMERICAN ARMY 


NEW YORK, April 22.- 


tlon of a movement 
to 


-Organiza- 
broed and 


train dogs for the use of the United 
States Army, 
the 
American 
Red 


Cross society or other military or re- 
lief organizations was announced to- 
day. 


For that 
purpose 
dog fanciers 


have formed the 
Army and Police 


Dog Club or the United States. Dogs 
will also be trained for police work. 


Promoters say the movement has 


LONCOEN COURT, T. B. H., No. 23. 


Regular meeting Wednesday even- 


ing. 
All members are cordially in- 


vited to 
be present. Sara Glenser, 


scribe. 


SOME FUN IN PICTURES. 


"Actors are always being surpris- 


ed," runs a humorous caption in the 
picture section 
of EVERY WEEK, j 


There's John Mason, 
for instance, I 


who has had more shocks and starts • 
than any two normal actors. 
See 


what surprises him now and see six 
other actors in some ot Broadway's 
latest plays. 
This week—JEVERY 


WEEK. 


must be big enough to serve as pres? 
ident in case of the death of the 
latter. 


Now how the candidates for dele- 


gate and alternate can tell, three 
months before the presidential nom- 
inee is picked, just whom they wish 
to support for the vice presidency is 
beyond conjecture. 
And the pres> 


ence of a demand for 
the 
second 


choice merely deepens the absurdity 
of the freak Ohio law. 
As for the 


second choice for the first place, the 
fact that the Ohio G. O. P. has named 
Paul Rowland a former 
Cleveland 


congressman unknown 
outside 
of 


Cuyahoga county except among pol- 
iticians, is proof that the clause will 
be treated only as 
a superfluous 


technical provision. 


Governor Willis and 
his 
docile 


legislature passed the 
monstrosity 


May 27, 1915, and the Ada educa- 
tor with the flowery conversation af- 
fixed his signature June 4. This is 
the first test, and the verdict of the 


lere and there may also be"• fac- 
tor* 
> 


• » . » . . • , . 
• _ ; . 


Four candidates for the appellate 


court are being mentioned through- 
out the Third 
Judicial district. 


Kent W. Hughes. James D. John- 
ston, of Celina, Benjamin 'Meek, of 
Bucyrue, and Harry . Conn, of Van 
Wert are said to be in the fight. The 
first two are avowed 
candidates; 


Meck's candidacy la still -to be form- 
ally announced-and Conn is in the 


mentioned" class. -•-<•••..*•'.;-' \ ••:-': 
Two judges 
are to be elected. 


Phil M. Crow, of Kcnton, ie after a- 
second term, 
and the candidates 


named' above are after the part of 
the .bench -formerly -kept warm by 
ex-Congressman Timothy 
T. 
Ans- 


berry, of Defiance. Tim resigned on 
account ot his health last fall and 
formed a partnership with 
former- 


Attorney General Wade H. Ellis* at 
Washington. D. C. Governor Willis 
appointed 
James E. 
Robinson, of 


Marysvllle to fill out 
the unexpired 


term. 
' 


The district 
la normally 
demo- 


cratic by about 7,600. It is compos- 
ed 
of 
the 
counties of 
Defiance, 


Paulding. Van Wert, Mercer, Henry, 
E>utnam, Allen, Auglaize, Hancock, 
Hard in, Logan, Union, Senesa, Wy- 
andot, Marion and Crawford coun- 
ties. 


JUDGMENT GRANTED. 


Clyde D. 


judgment in 


Thayer 
was 


the sum of 


granted 
$344.25 


nsainat Clinton 
Winegarrtner 
and 


George F. WiTiegardner. and costs. 
Defendants were 
not 
present in 


INFANT DIES. 


The four-year-old child of Mr. and 


Mrs. 
Herbert Robinson of 907 Fair- 


view avenue, died this 
afternoon. 


The child had been Indisposed hut a 
short time. 
No funeral 


ments have been made. 


arrnngo- 


CITV'AUDITOR MISSING. 


F1NDLAY, O., April 22.—Frank 


B. Thomas, of Springfield, state ?x- 
amlner, 
rrived In Flndlay this af- 


ternoon to investigate tho books of 
Cltv Auditor Richard 
O. Mungen, 


who has been absent from his office 
twc weeks. 
Mungen 
was 
record 


keeper 'of the Maccabee lodge and 
Ms successor was el acted last night 
t/ tbe order. A lodge laapoctor Is 


SANDUSKY, April 22.—Two hun- 


dred men will begin work Monday 
morning at the JoKnson Island quar- 
ries of tho Coast and Lake Contract- 
Ing company, it was announced to- 
day. 
Three tugs to 
handle scowa 


have been put into commission. 


CLEARING HOUSES. 


NEW 
YORK, 
April 
-Tli ft 


statement of tho actual condition of 
clearing house 
hanks 
nnd 
trust 


companies for the week shows that 
they hold $99,90S,0,20 -.-p.norvo In ox- 
0088 of legal requirements. 
This Is 


a decrease of $2,sail,070 from last 
week. 


Time* want 
ads bring 
teiults 


quickly. 


F1XD MISSING GIRL. 


tho approval of the war department. joourt nnd judgment was by default. 
One kennel for this purpose is to bo 
located 
at Scranton, Pa., and a 


branch of the club has been formed 
at Pasadena, Calif. 
The movement 


Is backed by a group of wealthy dog 
fanciers. 
Their Interest was arous- 


ed by reports of tho efficient use of 
dogs on sentry duty and in the dis- 
covery of wounded men of the- Eu- 
ropean armies. 


QUARRIES OPENED. 


CINCINNATI, O., 
April 
22.—A 


search of several 
days 
made for 


N'ellle Dietz, 17 years old of Hun- 
tinRton, W. Va., ended today when 
detectives found her here. She told 
the police that she married Francis 
lie L-mp in Newport, Ky.. Tuesday 
night and that he v;ont to Cljveland 
Friday 
ight to seek a job. 
Mary 


Brown, ^" of H ntington, W. Va., 
who was found with Mrs. De Long 
said site had come from Huntington 
with her. 
The police telegraphed 


to Huntington and 
received word 


that Mrs. Diets will start at once for 
Cincinnati. 


MAKHIKD AT FUNERAL. 


MARIOX, O.. 
April 22.—Beside 


tho bior 
- h> 
mother, Miss Kath- 


orine Titus of this olty was married 
today to William 
E. Bauruert, of 


Rowan, Nol».. 
by 
the Rev. Jesse 


Swank. 
Jlra. Samuel N, Tttut. the 


mother, l.nd expressed a wish that 
the marriage ceremony he perform- 
ed before her burial. She waa bur- 
ied today at 
Brush Ridge. Marion 


Bounty. 


mentary. The preliminary red tape 
has already lowered the respect ot 
committeemen and other party lead- 
ers for statutes, for most of the reg- 
ulations encountered in getting out 
candidates for state delegations have 
proved to be 
useless 
formalities. 


Long before tae November elections 
Ohio voters will know that 
their 


present election laws, after excessive 
tinkering, are enough t* draw pro- 
fanity from a missionary. 
* * • * 


Civil service employes of the state, 


no matter what their positions, will 
be debarred from active participa- 
tion in the coming primaries 
and 


elections, according to the dictate of 
Governor Willis. Whether or not he 
fears the vote of his own subordi- 
nates is a matter of guess, but as 
he has his hands full with the can- 
(ildacy of Ralph Tyler, colored, who 
seeks to crowd the governor from, 
the "big four," it appears that Willis 
Is not overlooking any bets. 


The inconsistency lies in the fac»( 


that, he la not disposed to 
remove 


Secretary George I.. Stoughton of the 
Industrial Commission, who has been 
condemned by the state Civil Service 
Commission for using employes in 
political work. Whether or not the 
Willis circular will keep state ser- 
vants from participating in county 
work is hard to determine, but 
It 


would seem that the reverse would 
be true. 
When a voter on the pay- 


ion fnlls to work for the governor 
tho ehancoa are that some excuse will 
he found whereby to pry him loose 
from the job. Experience, at least 
points that way. 
• * » ' • 


State Chairman 
William L. Par- 


monter of the republican state cen- 
tral committed wan a Pi<lu« visitor 
lust nlfht, attending a rally with 
Willis, Burton, Dtugherty and Judge 
D. IX Woodmanaee, a ttnatorlal can- 
didate, as speakers. 
ParmenUr «c-|ai about $25,000, 


Will Elect Delegates to Na- 


tional Meet to Boost 


Teddy. 


COLUMBUS, O., 
April ZZ. — Pro- 


gressives of Ohio will 
hold a con- 


vention probably in Columbus within 
the next three weeks to choose del- 
egates to the party's national con- 
vention, it was said when tbe state 
central committee met heer today. 
Whether the state assembly would 
designate district delegates, or leave 
the picking of these to district con- 
ventions, will be determined at the 
convention. 
Most committee mem- 


bers before the meeting 
today ap- 


peared to favor letting the state con- 
vention elect the entire Ohio delega- 
tions. 


The four progressive leaden most 


commonly mentioned as prospective 
delegates-at-large are State 
Chair- 


man Walter F. 
Brown, of Toledo, 


Arthur L. Garford, of Elyrla, James. 
R. Garfleld. of Cleveland, and Sher- 
man Eagle, of Gallipolls. 


Members of the central committee 


reported they found sentiment in fa- 
vor of the nomination 
of Theodore 


Roosevelt by the republicans grow- 
ing throughout the state and coun- 
try. 


Progressives 


May .... 113,6*6.513 
1*8,750,000 
21.600,000 
.56,5.00.000 
20,400,000 
33.726,0.00 
83,720,000 
29.600,000 
45.100,000 


Oct. 
Nov. 
Dec. 


. 130.21S.24i 


123*333,921 
107.735,050 
78,531,316 
71,874,147 
79.160.262 


when there was water enough to rut 
tbe pump* to capacity: January. 8 
days; March. S days; April. 6 day*; 
May. 6 day*. Tbe pumping that waa 
done in the other months was what 
ts known a« "head pumping." in 
which a dam 1* built aeroat ike river 
and a man Is placed on 4uty to 
watch and when the water rise* to 
the top of the dam. the pumpa are 
started and the head pumped off. 
The largest four days' production by 
this method of bead, .pumping waa. 
one day in September. '4,150,000; 
another-in October. 3,600.*«0; an- 
other In November. 1,100.000. and 
another in December, 9,860.000. 


It will be remembered that this 


water, or most of it. was first pump- 
ed into tbe river from the various 
stone quarries above Lima Lake. In 
order to maintaia a supply at ail.''it 
required constant "bead pumping." 


When the river is low and the wa- 


ter stagnant, it must be pumped to 
the last drop, and when the river is 
at flood tide, billions of gallons of 
wafer go down the stream, either 
because we have not the storage ca- 
pacity-or the pumps are lacking in 
capacity. No matter how much wa- 
ter Is in the cree'Jt.f4,000.000 gal- 
Ions is the 'maximum capacity of the 
pumps. 


When-the pumps at Lima Lake 


are worked to capacity, water can be 
Impounded it » oo»t of about. $1 per 
million gallons. With tbe old equip- 
ment at the Lost Creek'wells the cost 
in 1914 was about 870 per million 
gallons.. • ', 
' 
. "-' .;". . •' •- 


• In 1914' the Solar Refinery start- 
ed pumping into the city mains on 
the 27th of September, and pumped 
continuously1 until the 26th of Janu- 
ary, 1915. IB-that tint* they 


.1.377.73077. 
l.*9(S.J9;5.0ttO;j:'isbed J69,300;000 gallons, for which, 


In ihamonth'of January, 1913, the] they .made no,charge except for the . 


records show, there was .sufficient 
water In Ottawa river to wprk the 
pumps at IJnm Lake to their, full 
capacity for 16 days; in .February, 
none; March. 8;/April, S; .May, 6. 
During the balance of the year there 
were no days when there' was suf- 
ficient water coming down tbe river 
to run the pumps to cap'acity. In 
1914, the year of the famine, there 
were only four month's In the y'ebr 


actual cost of furnishing the steam 
to operate the;puTii 
.r. hich they flg> 


ured at 
" 
- 


At the present . 
,, w4th .the 


.ervolrs full to capacity, : we can only. 
operate the .pumps long enough, each 
day, to keep the water at high stage, 
with millions of gallons ot good wa- 
ter going down the stream each day, 
because we have no place in which to 
store it. 
• 
- - 
., ..... - ; - 
- . 'K. 


THE 
IDLER 1 


'.- - ... .•*- 
-..- -•(. 
••> 
•-• 
-. r 
• 
DeWltt JSassett of Beaverdam and 


Hannah Owtjius of Jennings,' tow.n- 
shlp. Van \yert county,.secured a li- 
cense to marry, in Van ,Wert county, 
Thursday. 
, ,. 
',.' '.. "\ '.' 


.'.'. .,;. i.'•$'* ? ..,:.;..., 


.The* Men's, league ..of.. ZIpn'"g Evain^ 


gelical Lutheran; church "will, meet; 
on Tuesday evening In'the ttasemfent 
of.thechurch. 
:. 
. ."; 


;...,;:v>7 .-.: ,:-^^t-j,^* 


.Two..new diyprcei cases;were filed, 


todayi ,ona .-lite' yesUrs&y afternoon,,- 
and one wife, was granted a divorce 
this^ morning^ while Ihe case of aji-, 
other, couple wag postponed for com- ; 
pjfettott~u,ntil Tuesday; - - -;> 
*-''* 
' 


2X 
will 
. 
. 


different periods with charming, ap- 
prbprlale costumes. 
• 
• 
= 
• 
• 
- 
- 
• 


• 


Q 
, - fcima; - 


Mcciam abandoned 
:- Ifts -family in 


January- -1914, and the .petition says 
_ 
' *. • * • . * • * • . . - . . • . x ' _ i his'residence is'-new'unkh6wn.-":- He-; 


The Philathea.class of the Central alao 8ttnCk.ner. ind, ;threatened'-*b>- 


Church of Christ 
will hold their 


meeting on Friday afternoqn with 
Mrs. Games-of 701 West .High'street: 


BY DEATH 


Mrs. Anna Benroth, 65 years old, 


wife of George Beiiroth and mother 
of Miss Minnie Beiiroth of the coun- 
ty treasurer's office, died this morn- 


154 North Baxter street, She was 
born December 11, 1849, in Rich- 
land township, near Bluffton. 
For 


the past* year tbe family has resided 
in Lima. 
• 


Three sons and five daughters, 


•with the husband are left. • They are 
Edward, Alfred and Julius-, Mrs. M. 
Euller, Mrs. T. J. Buchanan and Miss 
Minnie Benroth of Lima;" Miss Emma 
Benroth and Mrs. M. B. Sweeney of 
Beaumont, Texas. 


Brief services will be held Tues- 


day at 12:30 o'clock at-the residence 
and the funeral will be held from 
the German 
Reformed 
church In 


Bluffton in the afternoon, the body 
to be accompanied to that place af- 
ter services here. 


kill her, she -says. • :She asks -for the 
custody of the child. 
-• 
- " 


: James: B. Howard filed -suit for di- 
: 


vorce from 
Clara E-." Howard; • tto-i' 


whom be was married on June .2, : 
1909; in Elida. s : They have no-chil- 
dren., i 
: ' • • • ' 
.-•-.•:. :- 
: r " " 


. .On May l,;1915,'she left him,tut 
previously to that time had neglect- 
ed her. household duties, caoeing him 
to prepare his own, meals and care 
for their home;, he says. 
. 


From February 1, 1915, she was : 


employed at the Delphos Hotel, Del- 
phos, working there against his 
wishes, : while he maintained the 
home. While she did live with him, 


says, she tried to injure him with 


a large knife.. Later she used an, 
iron, poker on him, he alleges. 


SAJTOTY TRAIN COMING. 


WASHINGTON, April 22.—A safe- 


ty train1 put out' by -government de- 
partments willr leave 
Washington 


May 1 for a 'tour of the 
United 


States, it was 
announced 
today. 


Twelve steel cars will carry many, 
of the exhibits shown In the recent 
government safety 
flr^t 
exposition 


here. 


The first stop" win be at^PhlMEdel- 


phia, and from there the train will 
go west!, , 
.. 
'.. 


are 
barred 
from 


entering the 
primaries next Tues- 


day by not having cast 10 per coat 
of the total vote at the last general 
election. 


LAYMEN PREACH W, AITflQN., 


AKRON, O., April 22.—-Laymen 


will occupy th« pulpit-of th,e, First 
Methodist-church- during May while- 
the pastor, Rev. S. B. -Salmon, ,i* 
attending the general conference to 
which he goes as a delegate. 


NAMED AS GUARDIAN. 


Mrs. Elizabeth O. Mitchell, of 540 


West Market street, widow of • the 
late Thornton W. Mitchell, was to- 
day appointed guardian ot her two 
minor children, Mary Jane, 4 years 
old, and Thornton W., l 'year old, in 
probate court. 8he g*v« bond in the 
sum of $2,000. The estate If valued 


BOY SCOUTS CLEAN CITY. 


CTJYAHOaA FALLS—April '«.— 


The, Boy Scouts -here "have decided to 
stage a clean-iip, campaign 'without 
malt IE I for civic committees or city 
councils. 
YesUJicday they borrowed 


five wagops aad , during , the ,*rt 
noon, eleaaed 
up a* many 'atre'eU. 


The force .of, boys andI vehicle* waa 
doubled, today and they expect to 
have the city in pretty food shape 
by Sunday. 


Mrs. Theora Cumberland filed suit 


[or dlvo.rce yesterday afternoon from.. 
Paul O. Cumberland, of 333 South. 
Central avenue. 
The . cpuple were 


married on January:28, 1909, and 
have no children. For three years 
be has been 
absent, being at the 


present time confined in the Ohio 
State penitentiary. 


Mrs. Ollie M, Harris was granted 


a divorce from. Aaron. Harris, who 
did not appear In court. Wilful ab- 
sense for three years, was the ground 
upon which tbe decree was granted. 
She was restored to her maiden name 
of Ollie Hunt. 


M3S, GERSTENUUER B; 


FUNERAL K IDMOm 


Funeral services for Mrs. Isabella 


Oerstenlauer, 56 yean of age, will be 
held Sunday afternoon at 3 o'clock, . 
at the residence at 324 North Pine 
street. The Rev. A. K. Borger, pas- 
tor of Zion's Evangelical Lutheran 
church, will officiate. Interment will 
be near Upper Sandusky. The body.. 
will be accompanied at 8:20 o'clock, 
Monday morning. 
. . 
. 


Mrs. Gerstenlauer died at her home 


last night, after an : illness of two . 
years from heart trouble. She was' 
bbrn in Pennsylvania on June 11, 
1859. The husband, Jacob H. Gers- 
tenlauer. two .sisters and three broth- 
ers are left. 


BANK GETS JUDGMENT. 


. The Metropolitan bank of Lima 


was granted judgment today against 
•Ellaabeth 
Dwvts, Archie Hughes, 


guardian of Elizabeth Davis, uicn- 
ard J. Davis, \yilliam R. Davis, Mary 
E. Hughes and Archie Hughes, In 
the sum of 
f 1,251.9S, 
due on a 


promissory aote. 
In case 
the 


amount u not paid In three days, th« 
real. e«Ute uied to secure the noter 
will ba appraised and sold by the 


•SPAPERf 
VSPAPERI 
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THREE 


rfUROPFS RIM 


POPULATION MAY 
I DWARF RACE 


War Always 


of Individuals Science 


Claims. 


Struggle Will Bene- 


fit the WOlid. 


unusual Qualities. 
The 


tae Puritans and the WaloeMsa, are 
well knew* example*. 


This uuick«aing ol the aplrttnal 


life of a nation by war «ay be trae* 
ied to bome extent through history. 
lu a short w»r. assert U»e jullitar- 
i»ts. a 'nation work* off the fat and 
(•loth accumulated by years of ua- 
dmaraed 
industry; 
iu 
spiritual 


'qualities arc awakened; »ud iu na- 
jtionaiism intensified. 
The pscinsu 


reply to thin is tbat war ha* brutal- 


fit** i«n* *• we)1 ** «lmulstlng effects. 
BU»]mi<J«tBM abovft al, ,tt wtrdl eM. 


{not possibly b« worth 
the terrific 


Iiric; beinc 
P»*<1 
»» lb* 
present 


struggle. 


There are many kinds of loss to 


the naJans engaged 
besides those 


actually killed on the Aeld ot bat- 


Some Experts Claim PreS-jUe. 
T»« seriousness of this latter 
r 
is probably exaggerated in the mind 
\0t the • average American. as it has 
jbeeu in the utterances of a host ot 
(amateur and professional 
pacifists. 


i 
_ 
jThus the 'losses of Germany have 
I been placed 
as high as three mil- 


Hy Frederic J. HaskJns. 
hion. 
This is 'an extreme estimate 


WASHINGTON, D. C.. April «.— in the firsj place. 
In ihe second, 


On die "Suffrage SpedaT to Win the Nation 


tuay in future years be populated T^^ ^j^ M« bn)y'*U*htly injured. 
a veritable race of dwarfs. It the|and m comparatively^ sniaU propor- 
,«rar continues much longer, accord- jtloo who are injured for life. 
Many 


Ing to the "speceutattions ot 
somejof the prisoners, ot course, are not 


scientists. InLesfl. now turning U«d « -H. 
Some military ex- 


Ml ONE IRIS 


IARED BY POLICE 


Tagless Dogs Are 


Shot on Sight 


Order. 


to 
is 


if yoiir i>oor oi<l hound or pedi- 


laeed. jiu-dnl-winuiUij dog is uol sup- 
plied v.iUi it tas wlihin the .. next1 
couj.le 01 duys, iie will be shot down 
o:; Msh. iu cold blood according to 
1'c-luc Clilei McKinney. Dogs, whose 
owuura t'ttil to comply »'>'h the city 
ordinance will be sent to their happy 


Tonoline Is Beauty Aid, 


Announces Specialist 


Mildred Lo«ice Talk of latevect to 


VTooic*. 


A* health is a first aid to beauty 


ithis sto-y. told by Mildied Louise. 
j beauty specialist, "of Boston, Mass.. 
'is of unusual interest. 
I 
"I 
can 
recommend 
no 
better 


health giver than 
toaollne." said 


M"dred Louise. 


"I was for many months a victim 


of stomach trouble and nervousness. 
I had suffered terr'bly .'. 
. pain* 


that followed eatlnjr. Headsets al- 
so would add to my worries. Poor 
digestion finally brought on nervous- 


largely away trom the war Itsett and 
toward its. ultimate 
effects, social 


and industrial. One of the most in- 
teresting questions presented is what 
changes the war 'will cause in the 
races of Europe; and this is ot im- 
mediate importance to the American 
people, for by immigration we will 
share 
whatever 
heritage the war 


leaves to the European nations. 


Simulation as to the future size 


of Europeans is based-largely upon 
|iie well known 
fact that the Na- 


poleonic wars 
reduced the average 


size of the French people. 
This la 


au opinion commonly held In France 
Itself, and is adequately established 
by the records of the army. Napo- 
leon had repeatedly to lower the 
itaudard of height which he had set 


Farther more the 
the 
young 
men 


perts say that the actual loss of life 
o Germany 


tor his soldiers, 
measurements ot 
who annually 
offered, themselves 


for compulsory service shows that 
during the 20-year 
period of the 


war the number ot those rejected 
tor 
insufficient 
size 
greatly 
in- 


creased. 


A loss of size in Itself is not im- 


portant, but It pretty certainly im- 
plies a loss of other valuable pbys- 
ical qualities, thus during the per- 
iod of the great French wars, the 
number of conscripts who bad to be 
rejected because of infirmities in- 
creasad one-third. 


Now the scientists who argue that 


the present war Is to result in a 
physically degenerate European race 
point out that the present war is 
much worse'than any preceding one. 
It is destroying men In unprecedent- 
ed numbers. > The total losses of Eu- 
rope in 'killed.' wounded and missing 
have been estimated as high as 10 


^million 
men. 
ITnrthermore, 
the 


"number of men who have been taken,; 


from 
the battlefields aa 
nervous 


wrecks or insane is tremendous. The 
maddening monotony of trench war- 
fare, the terrific shock of heavy ar- 
tillery, the use of poison gases, all 
combine to raider the war more de- 
structive to human tissue than any 
that was ever waged before. 


This side of the 
picture has ot 


course been greatly emphasized In 
this country, while 
the other has 


been almost overlooked. There are 
a number of scientists who contend 
that war is beneficial, and neces- 
sary. One of the most convincing ot 
these is Dr. Otto Ammon ot Jena, 
V ho points out that the conflict be- 
tween nations is the most majestic 
•form of the struggle for existence, 
find is really a .working out of the 
laws of nature selection. 


The pacificists 
deny this 
cate- 


jporically,' asserting thst the process 
pf natural selection is reversed. Thus 
in the battles of wild animals in a 
jwilderness, the weakest are always 
killed, the strong survive, and the 


In war, how- 


fittest 


Is so far less than 


million men. 
This is probably not 


more than 6 or 7 per cent of the 
men of the nation. If more than 90 
per cent remain 
to perpetuate the 


race,-It cannot suffer so immensely 
from this cause alone. 


But It must also 
be taken into 


account that the race 
Is meantime 


being propagated largely by the ado- 
lescent, the aged, and the unfit who 
were left behind. These are enjoy- 
ing the opportunities 
of marriage 


and family life while the strongest 
men are in the trenches, then. too. 
many who come back from'"the war 
will be victims of what the scien- 
tists call 
traumatic neurosis—that 


Is. the effect on the nervous system 
ot the terrific shock of the modern 
machinery of battle. Several scien- 
ists of 
high 
standing have 
ex- 


pressed the belief that this nervous 
shock will be apparent for many gen- 
erations. 
*» 
• . 
.; 


These are of course unknown fac- 


tors In the situation, and it remains 
to be seen what 
effect they will 


have on the future of the European 


Prom Left to Right:—Mr*. Florence B. Hilles, WUniingto*, Del.; Sirs. Axne* Moray, llruokline. Muss.; Miss 


Lacy Burns, National Vice-Chairman of the I'nlon and ConuuamltT-in-Oiief 
or die 
K\i>iMliti«ii; Miss 


Anna Constable and Mrs. John Rogers, New York; Mrs. Perry Head. HiK>>!>uul s^rinjis, V«.; Mis* Caro- 
line KaUMistoin and Miss EUa Reigel, Philadelphia; Miss Kiiith Goode, Wasliiimton; Mrs. \V. IX As- 
cough, Hartford, Conn.; Mrs. Robert Baker. Washington; Miss Kalhoriiie Morey, lirnokliue; Miss Agues 
Campbell, Short Hills, N. J;. Mrs. Harriet Stauton BlaU'h, \t« York; Miss Jului Hiirlbul, N. J., anil 
Mrs. 
Gertrude B. Newell, Boston. 


Here are' the members of the tour known as the "Suffrage Special" as' they looked just before they left 
- • < • • - • ---*- 


ground In wholesale uuui- 


teis. 


Tlie dlreu cause of this action is 


because of the large number of com- 
plaints that have been registered at 
headquarters by persons thaT have 
been attacked by 
untagged 
(Jogs 


Persons that spend money for tags 
usually keep their dogs at 
home, 


making it easy for members of the 


weed out the 


ness. 


"Relief came, however, when I 


took the a«'vire 
of ««»--eral women, 


who said. 'Take tonoline.' 


"Not 
long after I started the ton- 


oline treatment, my patron* began 
to remind me of the improvement in 
my condition. 
And because health 


is the quickest way to beauty, the 
improvement was 
particularly no- 


ticeable in my face. 


"What tonoline really did for me 


I cannot say. I am so grateful that 
I am very willing to recommend ton- 
oline publicly." 


Tonoline is 
a 


preparation whL 


purely vegetable 
goes to the seat 


Washington for a tour of the country to try to weld the Congressional union into 
union is the suffrage faction opposed to the:American National Woman Suffrage 
graph was taken in front of the Washington headquarters. 


a political 
association. 


party. 
The 


The photo- 


VESSEL AFTER VESSEL 
CARRYING AMERICANS 
DESTROYED BY GERMANS 


Eyes of the World and All Neutrals Turned Upon U. 


8. and President Wilson Walked Silent, Unfre- 


quented Streets at Night, Alone. 


race. 


Another difficult 
question to be 


faced after the war by all of the 
combatant nations 
flnity of women. 


will be a euper- 
Always a little 


more numerous than the men. they 
will soon be many *' millions in ex- 


One Oriental philosopher has 


suggested legalized polygamy as the 


WASHINGTON, April 22.—Com- 


plications between the United States 
and Germany began piling up from 
the moment the submarine war zone 
was declared 
around the 
British 


Isles. With all Europe afire in war, 
the eyes of the world' were turned 
upon the United States in expect- 
ancy of developments 
that 
would 


threaten to draw the greatest neu- 
tral Into the conflict. 
They 
were 


not long in coming. 
solution ot the difficulty. 
This of 
With the torpedoing of the Brtt- 


eourse is out of 'the question in 


iever, tue Birongeai sou UU.COL BID ^ 
forced to go to the front and be kill- j 
led or maimed, while 
the unfit are 


carefully protected at home. 
The 


recruiting office says to the weak- 
ling citizen 
"You are 
not 
good 


enough to be a soldier; go home and 
be a'- father." 


So those who assert that war in- 


PUYCS the race seem to have the best 
of it if the question is viewed from 
a biological standpoint. 
The mili- 


ftarlst philosophers claim 
that the 


(proportion destroyed 
is not 
really 


Jarge enough to have a great effect. 
jand that the damage is in part com- 
pensated by an increased 'birth rate 
alter war. They cannot, however, 
disprove the terrible 
loss ot race- 


let rength both by death and injury in 
la war like the present one. 


< 
They assert, however, 
that 
the 


greatest benefits of war are spiritual. 
During tl.i; war, they say the heroism 
and unselfishness 
of a people are 


stimulated. 
Persons who have de- 


voted all their lives 
to gathering 


riches often freely give these to the 
cause. The men of the race learn 
bow to face death, the women how 
to face sacrifice. 
In peace, heroism 


Is possible only for a few — snch as 
explorers and adventurers. 
In war. 


beroism becomes the common exper- 
ience ot 
the race. 
Nations often 


produce their 
greatest 
men after 


wars. The Germans, Goethe, Schil- 
ler and Kant came after the deso- 
lating 
Thirty Years War. 
Poland 


produced a wonderful crop of g«n- 
iusea while she was being overrun 
by the armies of Europe and torn 
to pieces 
by 
them. 
The 
great 


American 
psychologist, 
William 


James, believed U this stimulating 
effect of war. and in his volumi 
"The Will to Believe," he gives ai 


1 Impressive list of nations and peo- 
' pies that have done treat things U 
the f see of threatened or partial de 
atructlon. It ts a striking fact thai 
^•_ religions sects which have been per 
•Pseeuted and 
branded 
about 
th< 


hese too, will — i 
lave'been — felt a 


COLDS QUICK] 
Many • people cc 


From the beginnt 
through to Spring 
ifter cold. 
Take 


Discovery and yo 
mmediate relief, 
cold, stops the ra 
Rue-tearing cough 
raation, soothes th 
to take, 
A-ntisef 


C5et a 50c bottle 
Discovery today. 
great medicine ai 
of it continually o 
C 
Jesseman, 
f 


Money back if no 


"Ruling «f 


"I was up in 1 


a hunting trip, wl 
crazy to quit 
couldn't." writes 
tried time and ai 
but the vice ha4 
hold. One morel 
to go out f or th 
the matches oat 
gave him a big ci 
light It— I knew 1 
an hour, and by 
be so far from cs 
tan back for • 
noon be returnei 
frozen, and halt 
He trose his tag 
Ire with a piece 
burning f lass." 


What 


Dr. B. M. Pofi 


studying pellet! 
with the iMttUU 
fteee ot the Unt 
In New York ai 
Broadway *»•*• 
mway an hew *r 
Oe box oftee * 1 
•head ot MB tal 
fceretoelgbtr 
• 


IB atctires," WM 
•alt ue ntraat« 
^ earth nearly .iways are people ot 


Christian nations; but tome scien- 
tists admit that it might be better 
than the unlegallsed polygamy which 
la sure In soAe 
degree to result. 


Thus it is believed by spme ob- 
servers that a large number of wo- 
men unprotected by marriage will be 
one of Europe's great 'problems. 


Others, however, see a bright side 


to the picture. 
Arnold 'Bennett, the 


English novelist, believes that be- 
cause of the 
keen'competition for 


men, only the very finest women wHl 
achieve marriage, tiros the best of 
the race will be 'perpetuated, and the 
bad effect of a shortage of fit men 
will be somewhat ameliorated by 
a superfluity of fit women. 


One gain for women already very 


noticeable is that they are taking 
part In many occupations' hitherto 
monopolized by men. 
The oppor- 


tunity to work, which is the funda- 
mental need of modern woman, and 
the lock of which is the basis of all 
her restlessness, 
baa undoubtedly 


been broadened by war. 


A canvass of all of the opinions 


of the learned leaves the conviction 
that the war will leave the Euro: 
peans a people in many senses im- 
paired, and .will doubtless' send to 
America a share of maimed: and unfit 
but also that 
it undoubtedly has 


spiritual ami moral values; and that 


.tact,' already 


-felt across the Atlantic. 


ig 
of Fall right 


. Others get "cold 


Dr. King's New 


j will get almost 


It 
checks your 


:king, rasping, tis- 


heals the inflam? 


ft raw tubes. Easy 
tic 
snd Healing. 


>f Dr. King's New 
"It Is certainly a 


Franconia. 
N. 
H. 


ish liner Falaba, the first American 
life was lost; then in quick succes- 
sion came the attacks on the Gul- 
fllght and the 
Gushing, 
American 


snips. The sinking of the American 
sailing ship William P. Frye raised 
another issue, but it involved dif- 
ferent questions and while it com- 
plexed the situation did not assume 
the threatening features of the cases 


leans. Since the Sussex was attack- 
ed. State Department records show 
more than sixty-five ships destroyed 


Although 
Germany 
denies 
re- 


sponsibility for the loss of the Bus, 
sex, 
the French government is salt 


to have captured 
the 
submarine 


which destroyed her'and the Ameri- 
can government considers that Ger 
many's disclaimer of responsibility 
is in itself a confession. 


Held Over U. "8," as a Club. 


Throughout the (whole negotiation 


American officials" -were 
convinced 


that the 'German conduct of sub- 
marine warfare was,.being held over 
the United States as a club to force 
American action against Great Bri- 
tain for her orderg-jin-cpun'en, her 
blockade of Germany Jand! h'er prac- 
tical :blockade of the-European neu- 
trals which she suspected of being 
gateways to Germany. 


President Wilson steadfastly 
re- 


His Gratitude. 


There is a certain little iallow into 


whose heart his mother has been for 
eome time striving to instill the senti- 
ment of generosity, which, to her re- 
;ret, did not appear to be naturally 
present. The son of a poor family in 
:he neighborhood she had particularly 
commended to her boy's consideration. 
The other day he came in with beam- 
ing face. "You know Tom, that poor 
boy?" he said eagerly. "Well, I gived 
him half that box of candy you glved 
me!" "You are mamma's sweet little 
man!" 
the fond mother approved. 


"Was 
he grateful'" "Oh. he 'predated 


it. all right," the little fellow assured 


departrnea. to 


tramp dogs. 


If this were the time of the year 


that is commonly referred to 
as 


"dog-days, ' it is likely that a goodly 
number of persons In Lima would be 
considering going to the Pasteur in- 
stitution for treatment, as never be- 
fore in the history of the police de- 
partment have as many complaints 
been registered by persons that havo 
been attacked by dors. 
It is be- 


lieved that it the "tramp" dogs are 
killed off now. it will rel.ave the sit- 
uation during the latter part of the 
summer, when such bites aria ex- 
tremely dangerous. 


of common maladies—stomach and 
kidney trouble, catarrtial affections 
of the mucous membranes, liver ail- 
ments snd impurities of the blood— 
an.' q-ilckly restores pro-Jr action. 
Tonoline Is being explained daily to 
many people at. Butler's Drug Store, 
and Thompson's Drug etc re. 


Notice:—As tono'.'ne Is a -wonder- 


ful flesh builder it should not be 
taken by any one not wishing to In- 
crease his weigu 
ten 
pounds or 


more. 
Although many reports are 


received from those who have been 
benentted by tonoline 
in severe 


cases of stomach trouble and nerroas 
dyspepsia, chronic constipation, etc. 


—5Oc BOX FREE— 


her. "He let me lick him when two 
other kids could see, sn1 tomorrow 
he's goin' to come round by the school 
and let me lick him right in front of 
everybody for the other halt ot the 
box!"—New York Times. 


Introduction of Tobacco Into England. 


After all, the popular glorification 


of Raleigh ss the first English smoker 
will probably endure as long and as 
strongly as any or all of these discus- 
sions, and It has never been better ex- 
pressed thsn in the words of the 
schoolboy (or was it the professional 
"howler" maker?) who tells us tbat: 
"Sir Walter Raleigh introduced to- 
bacco into England, and when smoking 
it in this country said to his servant: 
'Master Ridley, we are today lighting 
a candle in England which by God's 
blessing will never be put out'"— 
Atbeneum. 


FREE TONOUKB OOPOW 


AMERICAN PROPRIETY OO. 


Boston, Haas. 


Fjnd me by return mall a KOe 


box of your c<'ebrat»d flesh 
builder. I enclose lOc to 
pay postage and packing. 


Ohio 
Electric 
Railway 


where Americans traveling on pas- fused the two situation to become 
senger ships and having no part or connected, holding that the- negotia- 


tion's of the United States with one 
•belligerent could in no way be made 


interest in the conduct of the war 
were sent to their deaths without 
warning. 


Knew of Lusitania In Advance. 
Then came the sinking of the Lus- 


itania—almost a year ago—in which 
115 Americans, many of them wom- 
en and children, were lost in a sub- 
marine 
attack 
which 
subsequent 


dependent 
another. 


upon its relations 
with 


BARMAN'S 
October 


have $3,000 
worth 


of rugs bought last 


at prices 50 per cent less 


World's Most Southerly Town. 
Ushuata is the most southerly town 


in the world; it lies in latitude 66 
south, and is only 70 miles from Cape 
Horn. As the capital of that part of 
Terra del fuego which belongs to the 
Argentine republic, it. prides itself on 
being the residence of the governor, 
and on possessing a wireless station, a 
flshing and canning company, several 
stores, a church and one hotel. It is 
also the penal settlement of Argen- 
tina; in the large building at the back 
of the town there are over one thou- 
sand men imprisoned for terms vary- 
ing from five years to a lifetime. 
Mount Olivia, which Is 4,«00 feet high, 
and the highest mountain in the island, 
overlooks the town; it Is never entire- 
ly free of snow. For eight months in 
the year a hard sheet of Ice covers 
the ground, on which the only vehicles 
to be seen are sleighs. 


than 
present 
prices. 


events proved was know in advance.where the prices were 
to the German 
embassy in 
this we prepared, 


country, and which was guardedly [yourself. 
The 


advertised in the daily papers in tho i^lain figures, 
form of a warning to Americans to 
keep oft belligerent ships traversing 
the war zone. 


It seemed then as if Uie breaking 


point had come and all eyes weroj 
turned on President Wilson. 
That) 


night the president, after shutting I 
himself in his study, slipped out of! 
the White House, eluded the secret 


We 
knew 


going. 
So 


Come 
and see for 


prices are always in 


service guard, walked 
for 
blocks 


around silent, unfrequented • streets 
of the capital in the attitude of a 
man confronted with making a great 
decision. The first note to Germany 
pledging the United States to hold 
her to strict accountability followed 
soon afterward. 


Then Hryan's Resignation. ' 


Then another national sensation 


due solely to the Lusitania negotia- 
tions, followed. 
Secretary Bryan re- 


signed because he could not agree 
with the president's policy, which he 
believed would lead to war. 


While the l.usitania negotiations 


were proceeding the Arabic was sunk 
with the death of more Americans, 
snd it seemed then the 
breaklns 


point could not be averted. 


The German 
government 
then 


gave its assurances not to torpedo 


smoking, but who 
Tom Q. 
"He had 


gain to break away, 
I him in a strangle 


That after- 


i » 


Perdue ot Kansas City, 


' 
|« collaboration 


to 


-Whaf • C°U« C* 
_ , 
Carter ts here 


wuthsrepty. "fbeeka,- 
',*!>•••• 


Men Compos. 


"Oh, 
Mrs. Van Hash," c;iecl the 


waitress, bursting into the kitchen in 
great excitement. "That new boarder 
has gone crazy." "What's he been do- 
ing?" demanded the boarding-house 
mistress. "He asked £or a second help- 
ing of prunes." 


Couldnt Tell. 


The following is being told by a 


lawyer who employs a young lady as 
a typist and secretary and recently 
handed her a batch -of letters to an- 
swer for him. Among these was one 
asking if he could inform the writer 
of the state of health of Mrs. H 
, 


and also her present address. The 
lady secretary replied as follows: 
"Dear Madam: In reply to your letter 
of yesterday's date, I am unable to 
give you Mrs. H 
's address, as re- 


quested. She died on the 17th and 
was buried on the 22d inst." 


It. is 
•conoray 
to use it 


While it does not 
make as 


white or light a loaf as our 
->ther flours, it is Just as nu- 
tritious and has an excellent 
flavor. Also good for baking 
pies and cakes- 


Made by 


MODEL MILLS 


Lima, Ohio. 
« 


Manufacturers of Pride of 


Lima, 
Charm, 
Model Best, 


Family Flours. 


OHJfQH I (Pg 


THE FRENCH TWINS OF A HUNDRED TRUNKS. 


(more "liners," and Count von Bern- 
storff informed 
Secretar\ 
Lansing 


ist the German emperor's orders 


the submarine commanders wer»> 


f such a nature as to admit of no 
misunderstanding. 
Indemnity 
for 


American lives lost on the Luslianla 
as offered, and while long° negotia- 
ions over the form in which Ger- 
many should admit the illegality of 


er act were in progress Austria was 
rought into the situation, first by 
he destruction of the Ancona and 
eter by the destruction of the Persia 
Ithough In the latter case respons- 
blltty definitely never was fixed. 


Satisfaction from Austria. 


Austria finally gave satisfaction In 


he Ancona case, 
and 
while 
th« 


..usttanls negotiations seemed to be 
nearing a final settlement, Germany 
announced her new submarine cam- 
paign, which began on March.1, with 
the avowed purpose of sinking with 
out warning any merchant ships of 
her enemies which carried armament 


This raised a new feature to 


Issue which never has been settler 
and since the new campaign began 
scores of peaceful merchant ships 
many of them carrying Americans 
have been destroyed. 
The cllma 


cane with the destruction of the un 


SUNDAY, APRIL 28, 1918. 


SUMMT^: SCHEDULE 


Lima-Springfield Division. 


Umlted 
trains 
south 
leave 


7:15. 
9:40, 11:40 A. M.. 2:M, 


•4:40 P. M. 


'Runs through to Columbus 


without change. 


Local trains south leave 6:00. 


8:00. 
10:00 A. M.. 12:00 M. 1:09, 


3:00. 
6:30. «:46. 8:15 P. M. 


11:00 P. M. tc Bellefontalne onlv. 


Ltma-Ft. Wayne DMalan. 


Limited trains west leave 7; 86, 


9:2B A. U.. 2:25. 4:25 P. M. 


Local trains west leave 6:05, 


8:05, 
10:06, 11 :6 A. M.. 1:16, 


3:06, 
6:30. 8:16 P. M. 11:00 P. 


M. to Van Wert only. 
Lima-Toledo jMvision. 
. 


Limited trains north leave 7:20. 


9:20 
A. M., 2:20, 4:20 P. M. 


Local trains north leave 6:00, 


8:00, 
10:00, 11:20 A. M., 1:20. 


3:00, 
5:30, 8:16 P. M. 11:00 P. 


M. to Deahler only. 


Lima-Defiance Division. 


Local trains north leave 7:35, 


10:85 
A. M., 1:85, 4:35, 8:16 P. 


M. 
11:00 P. M. to Continental 


only. 
F. A. nmKHARDT, 


District Passenger Agent. 


Lima, Ohio. : 
w. s. WHrnnsrv, 


General Paee: jer Agent. 


Springfield. Ohio. 


Money to Loan 


|25.00 up to $300.00 


—on— 


REAL ESTATE 


SECURITY 


FIRST OR SECOND MORTGAGE 


Legal Rates—Easy Terms 


The City Loan and Sav- 


ings Company 


140 W. High St 
Opp. Post Office 


IF BACK HURTS 


BEGIN ON SALTS 


Flash 
Your Kidneys 
K 
You 
Eat 


Regularly. 


Occasionally 
Meat 


The Misses Alice 
and Madeline]no plain American hotel porter be 


Liebert, twin daughters of the now 
French consul general to the United 
States, have lost some of their hun- 
dred trunks, 
and 'hotels 
of New 


fanned a*Minel steamer flusrax Midi York are being scoured 
for them. 
. the endangering of about fifty Amer-They came with that number, but 


Itrvod 
It 
posBible 
for no 
many 


trunks to belong to two young wo- 
men and 
(cot them mixed. 
Tho 


twin» hnvc interested New York by 
taking their 
Chinese maid 
about 


with them. 


No man or woman who eats meat 


regularly can make 
a mistake by 


flushing .the 
kidneys occasionally, 


ays a well-known authority. Meat 
orms uric acid which clogs the kld- 
ey pores so they sluggishly filter 
r strain only part of the waste and 
olsons from the blood, then you get 
Ick. 
Nearly all rheumatism, head- 


.chea, liver 
trouble, 
nervousness, 


onstipation. dizziness.,,sleeplessness, 
ladder disorders come from slug- 


gish kidneys. 


The moment you feel a -lull ache 


n the kidneys or your bsck hurts, 
or if the urine is cloudy, offensive, 
'nil of sediment, irregular of pas- 
sage or attended by a sensation of 
scalding, get about four ounces of 
Jad Salts from any reliable phar- 
macy and take a tableapoonful In a 
glass of water before breakfast for 


few days and your kidneys will 


then act fine. This famous salts is 
made from the acid ot grapes and 
lemon juice, combined 
with lithia 


and has been used for generations 
to Hush clogged kidneys and stim- 
ulate them to activity, also to neu- 
tralize the acids In urine so U no 
longer causes irritation, thus ending 
bladder disorders. 


Jad Salts is Inexpensive and can- 


not Injure; makes a delightful effer- 
vescent lltbla-water drink *hich all 
regular meat eaters should take now 
and then to keep the kidneys clean 
. » . « . « « » ! • « • « • . »n<5 the blood pure, thereby avoiding 
KPTll I U I lit U I U I I <**l°»S W«ney. complication*. 
„ 


places their label in your 
garment, it is an assurance 
and a guarantee that the 
garment is smart* This is 
what most men are looking 
for, and it should be a satis 
faction to you to know you 
can get this for so little 
money. 


O.UAITY TAILORS 


205-207 Cincinnati Block 


Elevator Service 


lEWSPAPERI 
SPAPER! 


•t 


FOOT 
UMBS-DEMOCRXT, LIMA, OHIO. RATTRDAT E\ JSXTNO. APRIL 22,1916. 


THE LlMATlMES-DEMOCRAT 


_„„ 
. 
wovswto MSJ 


at Urn*. OW* « secoM 


TfcUMH OF 


lly C»rr:«r. p»r •«** 


Carrier, per year 


On Kuril KoutM. per J«*r 
By m«U to polau U United #(*t«n 


All *>«U 


NSSSiMSHSAKD 


wlu t<,j,ter . fetor on tti« ClrcuUtiun Detriment bjr calling 


3«H» utf'nakiag known n>/ complaint of wrrlca. 


Editorial Room* MaU 24t» 


CAREER of Bruce McRae, 


a recent convert to the mo- 
tion picture, read* 
like a 


.story from a fairy book. 
He »a» 


'bora ia England, but went to Aus- 
jtralla at In* ate of 16. and there be- 
ta am* a surveyor In the government 
tervic«. 
He later came to America 


and while stationed at 
Fort 
Lar- 


jamie had charge of one of the larg- 
est ranches in the world, 


Perhaps the fact that be is 
a 


nephew 
of that 
sterling English 


actor. Sir Charles Wyndham. and 
of the famous dramatist, 
the late 


Branson Howard, had something to 
do with bis breaking into the the- 
atrical game, for after a year in 


arid it is rpfreelung to f*r thousands 


*>f voters rebuking ilie would-be em- 
l>eror by endorsing tin- futile ondi-|the wild" and 'wooly he came to Sew 


THE DUTY OF 


LIMA VOTERS 


It i- n common axiom m govern- (jaty cf ,}u. on(. Inin tt]U) sinn,]5 fli. 


mental circk-s no matter nhrthor lhe 
t extrenil. opTJOrlt<. Of T. !{.,*«»» hta noted uncle., he 


* ^ 
( + A 
cii->s»»v& 
A 
«&•»• 
Iwt 
IrlfltlA 


fork where. 


of nation or township, that ek-c- 
uons draw out a full representation 
of the electorate only when great is- 
encs are 
involved. The "stay-at- 


home" \otc is ns nin<h a deciding 
factor m an flection ub that which 
appears at the polls to perform the 
patriotic obligation of registering 
opinion. 
More than once the fail- 


ure of the entire male population to 
participate in an election has elect- 
ed a governor or even a president, 
and statistic* show that this prac- 
tice is on the increase. 


In Switzerland the man who falls 


to »ote at three elections in as many 
years is disfranchised for half a dcc- 


i ade. There is no euch clause in the 
'constitution of tho United States, 
' that «tately old document which has 
' given greater freedom to more peo- 


1 pie for a longer time, scattered over 


1 a larger area than any other instru- 
ment of 
government which the 


world has seen. Hence there is in 
thii country a large class which be- 
cause of indifference, 
laziness or 


lack of patriotism is prone to take 
advantage of the leniency of tho con- 
stitution by failing to vote when the 
opportunity—for which our ances- 
tors fought BO long—presents itself. 


The "stay-at-home" voter is juet as 


luuch a laggard and A ncar-traitoi 
as the man who refuses to aid his 
country in time of war. It ia just 
us important that an assumcdly in- 
telligent man do his part m naming 
the heads and policies of city, state 
and nation as that he ghouldei a 
imi-lcet in time of slnfc. 


Neglect of tins duty is opposition 


to progress. The man who has the 
\\clfure of his "homo—oity, state or 
nation—at heart, will not serve his 
ink'ir-ts well unices he takes pnrt 
in the government of that home 
The patriot helps introduce reform 
and honesty. It is tho right, tho 
pnvilege and the duty of every qual- 
ified voter 
to vote and the neit 


chance will be Tuesday. 


Every Limaite should go to the 


polls and assist in passing the trio 
of proposed bond issuea which can 
make the town of Lima a city. l)e- 


While the 
coiofi.-i itill has Wall 


>tiwt. P^rkitn and Kansas, hi* pro- 
gram of patcrnalibin can not be iaid 


tbrough Introductions 


i able 


to secure a part in Elcle De Wolf* 
and Forbes 
Robertson's company, 


which was 
then 
playing 
"Ther- 


mtdor.' 


His success was Immediate, 
and 


since then he has seldom been out of 
to hate IKICU (aken favorably on this 
cidc of the Appalachians. The vote- jthe public view, as the lung list of 
in Midngan and Xebmka wore not|plaj8 lu which he has appeared will 
for Ford and his peacc-at-any-pnce 
propaganda, but against the militar- 
istic tendenc-y of the sage of Saga- 
more Hill. 


'attest. 


THE ANTI-WILSON 


CROWD 


There arc six classes of citizens 


who will oppose the attitude taken 
by President Wilaon m his ultima- 
tum to German). 
They arc repre- 


Daniel Carson Goodman, in which 
Xance O'Nell IB starred. 


The theme of "The Toilers ' is <lo- 


sented by 
Man n, Gore, 


Hcarst, Bartholdt and Bnan. All 
of them have been laboiing under 
fnlw impressions with regard to the 
facts and not a one hns paid the 
least attention to international luw, 


<i subject with 
which 
every man 


must be familiar before ho attempts 
to take issue with the brilliant Lan- 
faing. 


Hoosevolt nnd liN adherent" daim 


that the note was too long in com- 
ing. 
They would have refused to 


draw a promise from Jagovv. 
Yet 


m accepting these pledges in good 
faith and refuting to object until 
they were broken, AVilson pieserved 
his fair and neutral policy. 


Mann and his cotciic cry that vvo 


have a greater grievance against 
England. But what is a bule ot cot- 
ton or a registered letter compared 
to a baby, floating on the waves and 
tossed about amid the- wreckage of a 
torpedoed liner? 


Gore and those who voted fir his 


resolution denounce Americans foi 
taking chances in standing on thui 


iv lodged iigbi- Although Gore 


would be a fool 
house of a man v 
to kill him on sight, dons that jns- 
tifv the murder, onec committed J 


believed that i\e should 


forget the pledges biokou 1^ the lin 
penal Government because oC (In 
greater oppoitnnitus for blood-bed 
in Mexico, 
lie ought to know—his 


"Shot" Oil Well for "The Toilers." 


The actual shooting of a real oil 


well will be one of the big scenes in 


lllcc ia the one lying out In the sui>- 
'urba; 
»b«re peopi* 
really l^e. 


wheace they deaeead 
on 
Uueedin 


proper to mace asoc;y, and wfcttber 
they retire by motor or carriage or 
trollev. according to how much the> 
'have made, when that annoying bo' 
eiusentlal detail baa b« 
attended to 


The outshirt* of Ounedin tre reallv 
beautiful—beginning at the Kelt, a 


MeRae. 
* 


He makes bib \\ orld film de- 


but soon in a 
puturiiation of 


Richard 
Le 
Cdllienne'a "The 


Chain Invisible 
Tfie 
picture 


was filmed at C.eafeugaB, Cuba. 


friends what she declares to fce a 


HEALTH HINTS 


KMUCOO GIVES SO 


BKXEFIT*. sCIBXCE SAYS 


i,b>s:'sJ 
deterior&tioB. wiucit 
arc 


reaiih recognisable. 
U is a hem 


6eirt-»ant, aad experiments ca ani- 
tjals have sac^n that It has a, t.n- 
den<y to produce hardening of Uie 


There are *1I we usual "place* of 


of the foremost authorities 


'•Despite the almost universal ln-jfea\e 
mad* 
clinical 
observations, 


dulgencu and the pran.es that have »ticb n-dlcate that th« u*e ot to- 


co has similar effects on man. 
Ab is genei ally tne eaae iu th« 


— ,~, 
» 
cf d'ugb. ihhere is a t«i<J«i'y to 


cients top rove The ill eSet'U which'latreasine indulgence. 
follow ita ua«." declares Dr S. G.j "Tuna* who have had experience 
I'ixon. 


been *unj: of the soothing effect of 
tobacto, fcciente coudean* it and of-j 


strip ot fore*', wblrh characteristic t^ra an iu:i*o»ing 
array of e*i>en- 


K«w Zealand municipal foresight hai 
preserved in a park. 


commisaioner ot iu athlrtic* know the n*e of 


in Dunedia— a university, (health. 
j interferes witt 
breathing by ,>e- 


t heat re*, a miueum, little chops that i 
• Tobacco I* a drug 
containing i*re«sicg 
th<" heart action. 
Thera 


•oil native earioaltle*; bnt two land-'povterf^l poisons lis rhdrm !i»s m jars ut!ier 
affection* 
common to 


marks itick particularly in the mem-jnj drug effect*. 
If it has anj btu- gja<iKers. 


ory of the departing traveler. Thof* Lficlal effects they are not dis<o\-j 
"In brief, the result of all s;!^a- 


to the scientific investigator, itific investigations 
&eem to prcv* 
two are the oy*tsr* and the Octagon 
The oyst*r« of Duoedln are mis-en, j -on the other hanJ. there are cer- thai the use of tobacco is distinctly 
of the gentle art of tickling the bu- wjn 
decided 
results 
tending 
to 'harmful to the majority cf men." 


man palate, rivaling the accomplish- 


bivales of Nantucket and Lyan- 


aaven. The Octagon u the main 
square, but it boasts twice as many 
aide* as neat squares 
About It are 


many of the principal buildings, and 
within ft. seated on a pedestal, is no 
less a personage than Robert Burns 
His presence Is a silent reminder of 
which Britons founded Dunedln. He 


is the only store la 
Lima w h e r e 
jcu 


"Garland Stoves." 
Forty 


glance into his Dears' experience in selling the&a 
only 
favorable I8to\es leads us to believe they are 


bit* surveying the traffic 
.Street, apparently taking notes 
om 


what is going forward. 
There is «n 


htlle doubt that a 
book would show 
comment, for the Scots of Dunedin tjie bejt 
Jt costa nothlng to see 


have made them a city that Bobb> > 
Burns would have loved. 
full line in our stove department 


'The Tellers," the new Lubln multl- positive cure for a cold. 
Pie reel feature photoplay by 
Dr. 
The 
Instructions 
Miss 
Hamper 


sendt, ia to fasten the family 
dog 


with a string to a mandrake root and 


drive the dog away 
The pull- 


Bfribed as 
love, oil and 
money m jjng Of the root 
from the ground 


equal parts. 
Edgar Lewis, who ia, drags the cold demon from the per- 


directing the making ot the i>hoto- json inflicted and cures the sufferer. 
play, is an extremist in the matter 
of realign!, and to put the aroma ot 
petroleum into the picture, ho took 


Vera Pearce is to be starred by 


the .Mf-tro rompanj 
She's a. h'and- 


'MiBS O'Nell and her supporting prln-[Soniu girl who'has posed frequently 
dpals 10 tho Galloway oil fields near|f0r Charles 
Dana Gibson, 
Fiaher. 


Pranklm, 
Pa, 
where 
13 
busj jchristy and the rest of them 
She 


days were employed In unfolding thejsrew up in Middleiovvn, X. Y , and; 
Btorj 
of the raineiu 
auild shacks, 


derricks and tankb 
* * • 


Miss Hamper Sends Juniicau 


C"H1 "Cure." 


Genovieve Hamper, wife of Robert 


B Mantell, vvho is working in \\il- 
llara Fox featurob in Kingston, Ja- 
maira. l\as been listening to native 


Rent an UNDERWOOD 


Typewriter 


has had srcall ^parts m several stag-^ , 
ccl pla\s 
In pictures she was last I 


seen in the Bushman-Bayne 
play, I ^ 


Man pnd His Soul " 


» » - 
I 


Claire "\Thitney, 
returning from j 


"West Indies, 
brought with her a 


parrot that sneaks Spanish, English 
nnd French and 
whistles a part of 


Uodors and is 
submitting to her the prolorne ot "Papl'acci " 


TRAVELETTE 


Bl iVIKSAH. 


ably a bank. Bank-, seem to thrive 
In Duaedm. The in> at attractive sec- 


The "Just as good as the Under- 
^oi»d" argument. ad\a-i^ed 
for 


the bale of other typewriters, 
sums up all the proof cf Uader- 
wooa sui .eruacy. 


And in its use follow prece- 
dent established by THE 
World's greatest typists. 
FEATURES: 
Simplicity, 


Speed, Accuracy, Stability. 


"Ths Machine You Will Eventually Buy' 


25-27 Harper Block 
Lima, 


to i\,ilk p.i-l tho 
ho had threatened 


feat means renetion and 
ultimate fucnds pnul "\ ilia to nuinlcr Amei- 


dwindling to tho ptatc of a bnek- JLHH-J at Columbus. And two dn\s 
woods village. 
ago his leading paper demanded the 
jiuneTiition of a strip of teintoi-} — 


! FORD AS A NOMINEE 


1 
Nebraska lias followed the lead 


| of Michigan ia endorsing ITeni\ 


just large enough 
to include 


1,100,000-ftcre ranch. 


Bartholdt demands an embargo 


Ford for the Republican presidcn- ,on aims- 
At Tne Hag«e "» u'08 


tial nomination. 
Placed on the Ucrmanv signed the agreement that 


ticket in both states as a joke, the an7 noutral m*3' sell arm-, to one 
Detroit 
automobile 
manufaclnrci,sulc fls lon« "s ehe c1oos "ot 


' has made remarkable progress witb- 


I out a campaign, without a uianagui 
and •without a single paid worker. 


In the Wolverine state Ford led 


i by a large vote the tried und experi- 
enced William Alden Smith. 
In 


Xebrnska he ran far ahead of both 


, Senator 
Cummins 
and 
Justice 


Hughes. 
Analy/ing the return?, 


only one condu-ion is evident—the 
voters prefer the adveiti*mg of a 
mamif.utnier, lecdor ot a t«»"i 
opera em<ade, 
io 
the 
< indid.ite- 


managed by proftvsiimal poJitician? 


to sell to tho other. We have never 
refused Germany, but the British 
navy will not permit her to come 
here for shelh and shiapnel 
Bni- 


tholdt's complaint belongs to the 
Gorman navy. 


Bi}an is tae advocate of pe.ice at 


any price. 
If he is willing to p<u 


it he has the nation"* perrm««ioii 


und slate-makeis. 


The iiomination of Fird nt 


i.iso 


- J1,l} lllg It tot 1,1 \. 


Toko, all ii\ lea^on-, nnd if thru 


is eni)iit,rli lojjic in all ol them tr 
justify one ohjuliou lu (lie \\ilson 
pohey, it is lie\ond us 


Dt'NKtMN. 


Ptincdin is one of the great pities 


of r4ow Zpnland, that common wealth 
whose achievements make the 
fav- 


citation of the 
pro-en ffrairlst 


nnd the poliiical rcform«>r 
Ii. a 


fJunedin typifies New Zealand 


She la not as beautiful as she nsight 
be, but she Is verj coitifortable and 
efficient. 


Dimedin Is a sea-ro.t, a long \vaj 


from the sea 
Built at the head of 


n long, narrow inlet, her site 
has 


n.ncli of grandeur « U i ilt, foro=t- 
clad hills ribinp; shaiplj from 
the 


waterside, l.nt the cojohlnation 
>s 


bad for 
otrppt-bmkHrMT 
I)<incdtn 


picked her location for the benefit 
of %Hu>'< rather than autoriobile? 


Them is n certain bareness about 


fin aiun irado rasb IP the 
virgin 


forest that tolls the novnesi of the 


horn turned 
not 
tjrow n 


more beam.. fill in the man 30 
Hoie 


and there on the long thoroughtarp 


rallnliua; the Itaihor \ou ^ee a real- 


1\ hdiulsonio I'l'iiding 
!t is iirob- 


lan'l 
The ticen hrt^e 


into houses. iu,,l have 


FOR GREATER LIMA 


If WillU uses anv of that < l i a n 


too improbable to deserve gcnlK m.inl.> Lm,o <>1 bis in nainnig 


Dime 
ih.iu 
])cis,-iug oonsideiahon 
Burton at 


He would not ni.iki- trmles and 
pi onuses of 
pit innate 
(onld 
he 


the I'b.inees nu 


Huitnn W ' l l drop on the fii^t 


ballot 
Imagine the 
Vila cdiuatoi — 


w i inn? fiom linn. 
The tluoiv, iiotj^«»'lv «f \.iiuiu t' booking 'L'lioo- 


tlu man, is the f o i i n i o . 
\nv other <l<>re a- ' the one deid t,'une -port a 


.i-pnnnt iiiiinin^ on (he pl.Uloi in ol 
l l | V< n\ M"» ^"t's vi-i> Io the game 


-belvms» eld 
tiine-vv<in candidate- -ind •' «cnt w i t ' a w<ul v\hnt'll i eel 


\\ould letuve a llatteiing vote. 
°l' ^ a and .\^ v\lnK> the M-iap- 


FonV* un-( uglil -uteiss m.iv 1« 
<»" ' 
Hi^lu in line \ \ n l i iht uinnik 


inicipietul a- a dirut sl,\|i it <nu 
i l « > u t lou-\ 
Kiii^lit- and initialled 


Theodore Ivoo-ivelt of Ov^tn 15»v, l i d it-, 
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Snail tho bonds ot the CJty cf 
tiia, Ohio, ba ibauad in tho 


sum or $aOO,00' 
A for tho pur- 


pose 
o£ 
improving 
certain 


•-troots of said citj. 


For the Issue of Bonds. 


Against the Issue of Uonds. 


Shall the honrts. of the City 


ot Lima, Ohio, be imbued m the 
sum of $330,000 for the pur- 
lose of increasing the si?e and 
improving the water works svs- 
tem by providing a new stor- 
age reservoir at the Lost Creek 
site, new pumps, necessary con- 
duit lines, new boilers, nitra- 
tion plant and repairing of the 


nia Lake? 


For the Issue of Bonds. 


Against tne l*sue of Bonds. 


Shall the bonds of t\« City 


of Lima, Ohio, bo issued in tho 
sum of $100,000 00 for the 
purpose of pnjing the City's 
proportion 
of 
the 
Improve- 


ment ot 
the 
Ottawa River 


trom U» intersection with the 
right of way of the Pennayl 
vanla Companj in 
the south- 


east quarter of Section 30, City 
of Lima, Allen county, Ohio, to 
the intersection 
of said river 


with the right of way ot the 
Chicago & Erie Railroad Com- 
pany, in the northwest quarter 


Section 
1, Shawnee town 


ship, Allen county, Ohio, by 
pjuinglng Iho channel, widen 
ing, drodj;lug, decpuning, con 
struotlng l«\feH, bulkheads, re- 
taining walls, 
riprap 
protec 


lion, boul<»vaids, 
bridKt'S, »P 


proarh«$, flood gates and all 


Intldoutal thoroto 


!<W llit> I«MIC «»!' Honda. 


ot 


Everybody's Happy 
the Home that Boasts 


Garland Gas Range 


Daddy smiles at the size of his gas bill- 
Mother likes to cook on;as stove that 
guarantees a perfect oven—^ 
?%& 


And all the children grow/fatTand 
happy "cause everything tastes so good.'* 
IT'S 
ECONOMICAL—COOKS PER- 


FECTLY—IS EASY TO CLEAN AND 
LASTS, A LONG 
LONG TIME. 


SEB'VOUR 


JusL come in 
and we'll tdl 


you why 


Exclusive Garland Agents 


Maiket & Elizabeth 


S P E C I A L I W I N D O W ' D I S PL-AY 
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Easter Ghines Proclaim The Resurrection Mom 


[lurches of Lima Will 
Ring With Glad Songs 


of Everlasting Hope 


c. 
Rarr Is 
the 
in the hutment of 
the the Death of Christ" Evening wor-J 


the «aatar morninf 


bring* 


ends of ftowers to mau 
happy Mros set slatin 


The 111H* hurst to snowy Woom 


all the air with «we 


Easter bells are awlngfiU- 


the beautiful M». 
the day tt 


«M«U of 


m.. « «»„„. 
;mMle 


at Second street Methodist 
Sunday evening at 6:45 p. 
follows: 


Anthem. -O. Be Joyful." choir. ,w ^^ ^tendance. 
Solo. "Easter Dawn." Mrs. Spyker ban. of Kansas City. 
Anmvtmttm 
<tirt.l*n«r 
Af 
PABCe." _^»fc» 
flnxlav 


Mrs 


choir. »«. *,««» vu> •»> .» «.« -. j 
^ ^^ lijBni,,, 
'ahlp and sermon at 7:JO on 


I North and Elisabeth streets. Earn-'h^mmedanlsm. Christianity's Great- 
!est Anton Trabert. pastor. Services est Rival." Illustrated with 74 col- 
for Easter: 
Sunday school at »:l5Jored slides. 
Friday. 8 p. m.. Dr. 


Fta* C. B. 
L. m. Charles F.' Sprague. superln-'Allen A. Stoekdale. pastor of First 


Spring and Union streets,' O. E^tendeat. 
Chief ' service 
with the,Congregational 
church 
of Toledo. 


Kaepp. pastor 
10: IS. 
mnnlon. 
Junior church service at 2 p. m. C.' 
!E. 


E and Union streets,' O. E^tendeat. 
Chief ' service 
with the,Congregational 
church 
of Toledo, 


pastor. Morning worship all Holy Communion and reception of, will lecture on "Shall the Comers of j 
baptism 
and 
Holy Cott-'gaamber*. 10,-16'a. m 
"The Easter Your Mouth Turn Up or Down?" 


Sunday school at ft a. m. past and Its Meaning." Junior Lath- 
Market street rYenbyiertaa. 


10 HEAR MACKENZIE 


SOLEMN SERVICES 
ST. MS 


Meaalag." Junior Lath 


h service at t p. m. C. >w league. 2:30 p.'s». Luther league 
at 6:30. 
At 7:30 the at C:30 p., m.%'-VMtival vespers. 


—•-- a sacred Easter,7:30 p. m. >Sun«8iy,school will ren- 


* ' 
»,der a service'of ;;sjaet*r carols ai»d 
. 
. 


the first of a three months* campaign the pastor wlU-deMar an address- on 
»«-fc— «•-•»- — •• — -> — -• «'••- --1* ¥-~» 
Bishop Kep- *rbe Day of Ufa sitt Joy." 


Quartette. "Whisper of 
Peace." speaker' Sunday. April 30. 


Mrs. Robins. Miss Pauldlng. 
Mrs 


Watt. Mrs. B«*sic. 


Recitation. Mies Mead. 


of it. gtory. 


There have 
ehwehes 


O. W. 


Went High street. 


,West and Market streets, Thomas 


lAtflujPi jpmmwi, 
*«rv 
wwew* *M*£g* •*« vua* 


Double duet. "This la the Day" !BIbta aehool at 9:IS. P. C. Herron. 


Miss Bents. Mrs. Robins. Mrs. Watt auperfntendent. 
orchestra. 
Easter 


Mrs. Music. 
{exercises will follow after the Sun- 


Girts' chorus, "Risen for Me". 
day school. Christian Endeavor at 


Anthem. "Christ Is Risen." choir, j«;30. Topic. "The Lessons et Our 


Immortality." 
Short 
song service, 


conducted 
by C. H. Bogardus 
at 


7:30, after which the pastor's theme 
will be "Compensations of Disciple- 
ship." 
Prayer meeting 
Thursday 


evening. 
"""" 


Kibby andj-HHIiaMh. Warren. J. 


Dunham, paster.' Officers and' teach- 
ers meeting'.at»8:**'- - 
a—••- 


school at 9:00^ 
superintendent. 


year. 
nrto 


the 


their 
the 


deemer of the WorM. 


Quartette and trio. "Jesus Lives." 


mixed voices. 


Recitation. Miss Peuldlng. 
Solo, •The Good Shepherd," Mrs 


Robins. 


Piano Sow. Miss Spyker, 
Address by the pastor. 
Solo, a Pauldlng. 
The orchestra will play. 


Easter will be celebrated at St 


Paul's A. M. E. church. Elizabeth 
and Spring streets with special 
musical services. 
Rev. John E. 


Haglns Is pastor. 


10:20 a. m. Processional by choir. 
Le Denm. 
Invocation. Rev. P. A. Barnes. 
Chant. "Come Holy Spirit." 
Responsive reading. Mark 16 led 


by Rev. A. L. Bird. 


Gloria Patria by choir and congre- 


will Tie with the spring flower. 


In their beauty. 


music 
ten of the Bison 


L put forth to 


oongregatiena In 
tune 


with nature. 


Holy Week will reath a 


finale in that Queen Feat«»i w* — 
the year tomorrow, »as»sr «*y. In 


of Christ cmdned and risen, 


of Easter wfll endeavor 


_it ihe brighter 


__ 
sliver lining to *h< 


overhead, the sanahlne ttat 
the rato. the ttagraaea. of the sweet 
Uttieflower that «*>w. by the way- 
pide. iinnotleed and atone. 


The Sunday eehoolre* the 
Bvangellcal Lntheram church 


a. m. Sunday 
Holland West, 


psshlp and ser- 


Knox. minister. 
Morning 
worship 


at 10:45. Subject. "What We May 
Believe About Heaven." 
Evening 


worship at 7:30. 
"The Sign of a 


Main's Deathlessneas." Y. P. C. B.. 
6:30. Sunday school at 9:15. In- 
termediate *C. E. at 6:30 a. m.. when 
a sunrise service will be held. There 
will be Easter music at both services 


ASSOCIATED BIBLE 8TDDKJWH. 
- "hTe Resurrection of the Dead." 


Pastor P. D. Pooth of "Dayton. 
supentenen.^ : 
p an SO- ^ pMtor p. D. Poot 
o a y f o n . 


mon. 10;SO,a.-m.-:Sw»>Jpct "Life andlQh'io. Pastor Potth comes to Uma 
immortality;*; •'Sjaettl anthem «y »t the special request of the A. B. 
the choir. -aMfie - ^.^"li^-ofhUthoroughne-'.^ 


•ation. 
Second scripture lesson 1 Cor. 15 
Hymn. "He Is Risen Indeed." Ida 


M. Goecnm. 
Sermon. "We Have Seen 
the 


Lord." St John 20:25. 


Chant. Lord's Prayer. 
Chant. "Apostles Creed." 
2:20 p. m. Sunday school will 
entitled 


will 


Anthem 
Communion. 
Anthem, "Sweet 


lyested choir. 


Recitations, 


Mildred Bonn, 


Baste* Time,* 


Mildred 
Albright, 


Kuta Flnifile. John 


Alary Smith. 


Song, 


Buyder'a class. 


I Jotte Kraff, 


schooL 
rea 
Burkhardt, 


Clarence Johns and 


ia Risen." 
Hettle 


Marie Brogee, Char- 


Baker and Ruth 


the Easter Flowers." 


render an Easter 
service 


"Earth Greets Her King." Special 
selection by the orchestra. 


6:30 p. m. Allen C. E. 
league 


topic, "The Blessed Hope of 
Im, 


mortality." led by A. L. Bird. 


7:S* p. m. Joy to the World. 
Anthem, "Tour Lord and King 


Adore," <T. D. Williams), choir. 


Anthem, "Our Savior Lives" (0 


M. Scboebel), choir. 


Quartette, Mesdamen Haglns and 


Raymer, Messrs. Raymer and Bailey 


Anthem, "Hosanna to the Son of 


David," (E. 8. Lorenz). choir. 
,Anth*av"He fs Not Here," (E. L. 


Aanford), choir. 


Piano solo. Frederlca Raymer. 
Anthem. "As It Began to Dawn," 


(Combs), choir. 


Anthem, "Lift Up Tour Heads," 


choir. 


Cornet solo, "The Palms," (Faure) 


Harvey Johnson. 


Orchesto-al numbers. 


BAPTIST. 


Pine and Kibby streets. 
Sundsy 


school ati 9:15 a. m.. followed by an 
Easter program. 
B. Y. P. 
U. at 


6:30 
p. m. Evening service at 7:30. 


Rev. 
Floyd Dudley will preach on 


"Did Jesus Rise from the Dead." 


CATHOLIC. 


Church off St. Rose. 


Rev. 
A. E. Manning. V. F.. rector. 


Rev. 
Wm. A. Tobln. curate. Rev. 


Alpbonlus Roach, assistant. Masses: 
Dally 6:30 and 8 a. m. on school 
days. 
Other days. 6:30 and 7:30. 


Sundays: Low masses, 7and 9 a. m. 
High mass. 10:30 a. m. Holy days 
of obligation: 5. 7 and 9 a. m. Cate- 
chism. 2 p. m. Vespers and bene- 
diction. 3 p. m. Confession. Satur- 
days 3 to 6 and 7:30 p. m. Thurs- 
days before first Fridays, 
same 


hours. 
Eves of Holy days, 
after 


7:30 
p. m., and every morning, ex- 


cept Sunday, from 6 to 6:30. 
Easter Sunday will be observed 


with the usual festal solemnity. At 
the 7 o'clock mass the men of the 


Shawnee 
Conuaandery. 
Knights 


Templar, with* -th* J new Masonic 
band of forty;pteees..wlU attend this 
service. General.:class meeting-at•'6 
p. m. Bpwortiv league at 6:lS>p. m: 
Worship and Sernjon; 7 p. m.. theme. 
"The Secret of ...Perpetual Youth.? 
Anthem—"Lift ;n»r Your Heads" 7by 
B. L. Asbford...",;,^ 


Southwest cbrtB*'Market and West 


streets. M. B^F-uHer, pastor. Bible 
school at 9 a^ipTJrT. Cotner. eup't 
Grade lesson*,, 'orchestra, 
'boys' 


chorus. 
1000,'present last Sunday, 


1200 expected 'tofay. 
Easter ^mes- 


sage at 10:30. "Are We Immortal?" 
Epworth leagne-at 6:80 p. m.. Helen 
Houston, leader. '' -"Easter musical 
service at 7: SO V'm. vltb augmented 
chorus. 


The meeting of the Allen County 


Historical society wfll be held on 
Wednesday evening In the rooms of 
the association In 
Memorial hall. 


All meeting nights in the future will 
be on Wednesday, this day having 
been selected. Instead 
of 
Friday, 


because of greater convenience 
to 


more members. 


The paper at the meeting will be 


given by Attorney William L. Mac- 
kenzie, who will speak on "The Al- 
len County Bar." Mr. Mackenzie Is 
one of the oldest lawyers practicing 
at the bar and he will add much In- 
terest to the paper by telling of the 


T In early days. 
Not only members, hut the gen 


public, attorneys and others In 


Bible student. As usual, these meet- 
logs are free to all. and a cordial In- 
vitatlon Is extended to all. Come 
and'hear this Important subject, rea- 
sonably, logically and sculpturally 
presented. 


• The meeting 
will commence 'at 


2:30 
p. m., and will be held at En- 


gineers' hall, rear 217% North Main 
street. 


BIS AGE IS AOADJ9I HIM 


"I am 52 yean old and I have 


been troubled 
blader for a 


with 
good 


kidneys and 
many years," 


Easter program'at Epworth: Sun- 


rise prayer weeting at 6:30. Sunday 
at 10:30 'the pastor receives mem- 
bers and' administers 
baptism 
to 


adults. 
Special attention to 
mis- 


mi'ssionS; 
At 7:30 the following 


*jiS. 
AMA.IKAVM 
** AM 
1? act Car 
pro 


parish will receive Holy Communion 
with the Holy Name society. At the 
9 o'clock mass the girls' choir will 
sing appropriate Easter hymns. The 
last service at 10:30 will be a sol- 
emn high mass, with special music 
by a male choir of 20 voices under 
the direction of James J, Weadock, 


St. John's. 


'Rev. John Miser, pastor, Rev. Jo- 


seph Alten, assistant. 
Sunday ser- 
vices: Masses,, 5:1*^7. 8.4* and 10 
a. in. "Baptisms;* 1 p.m. Catechism. 
2:15-p. m. 
Benediction. 3 p. m. 


Week-day masses:* Holy days, 5:16, 
8, and 8 p. m. 
Week-days. 6:30 


and 8 a. m. 


Anthem, "An 
Easter 


„,_„. "Gladness," by choir. .Read- 
Ing of scripture. 
Baptizing ait in- 


fants. 
The Lord's Supper will be 


a4dmlnistered In silence. 
Anthem 


by choir, C. 8- Peltier, leader. The 
church will be beautifully decorated 
with flowers. 


, DANGERS OF DRAFT. 


Drafts feel best when we are hot 


and;perspiring-, just when they are 
most dangerous, and the result. Is 
Neuralgia. 'Stiff Neck, Sore Muscles 
or sometimes an attack of Rheuma- 
tism. 
In such cases apply .Sloan's 


Liniment. It stimulates circulation 
to the sore and painful part. The 
blood flows freely 
and In > a "short 


time the stiffness and pain leaves. 
ThoW suffering from jtfeuralgia or 
Neuralgic Headache will find one or 
two applications of Sloan's Liniment 
will give grateful relief. The agon- 
Icing pain gives way to a tingllsg 
sensation of comfort 
and warmth 


and quiet rest and sleep is possible. 
Good for Neuritis too. Price 25c at 
jour druggist 
• e • 
e x c l u s i v e Lima 
agent for 
the 


writes Arthur Jones. 
Allen Kane. 


•'My age Is agalust me to ever get 
cured, but Foley Kidney Pills do me 
more good than anything I ever 
tried." 
Rheumatism, aching back, 


shooting pains, stiff Joints, irregular 
action, all have been relieved. 
H 
F. Vortkamp. 
tn-thun 


Wart ads In The Tlmes-Demoera 


always bring quick answers. 


Unusual solemnity marked the 


Good Friday services at St. John's 
Catholic church, last evening. The 
Rev. 
Joseph Miller of Carthagena. 


Ohio, member of the Precious Blood 
Order, delivered the sermon which 
was appropriate tp the close of the 
Beaten season. He had chosen "The 
dystery of the Cross" as the text for 
tls sermon, and in It fully explained 
the meaning of Lent and the various 
customs which are observed by the 
Catholic church during this time. 


A sepulchre was recently purchas- 


ed for the church which contains a 
statue of the crucified Christ that la 
nearly S feet In length. 
This 


used for the first time yesterday. 


Special services will be held en 


Easter Sunday, with music suitable 
to the occasion. 
, 


Right Up to Date. 


Mother—Are yon sure yon 


give my daughter all the luxuries sad 
privileges enjoyed by the married 
women of her set? 
Suitor—I can 


give her town and country houses, 
motorcars, a string of polo ponies, 
and dancing lessons at once, and a 
divorce and 
years.—Life. 


alimony 
within two 


Find it 


column. 


In Times-Democrat want 


REFORMED. 


Oalvevy Reformed 


West Waynei near Main street. W, 


A. Alspach, pastor. Sunrise prayer 
service at 6:30. "^Lfeader, Miss Min- 
nie Sonntag. 
Suje**. "Lessons of 


Globe-Wenricke 
Book Cases. 
Be- 


fore you clean house let us show 
you how easy it 
is to move them 


without removing the books. Will 
take your old cases in trade if you 
wish. Sectional Book Cases save 
labor. 


. 


Our Immortality." Sunday school at 
9:15, D. R. Cjmtleny, superintend- 
.Communion 
ent. 
will 


At 10:3O 
be 


UjTBPilr 


r«S31\ E 


. 


Evening 


CHURCH OF CHRIST. 


Central Church. 


West North street. No. 625. 


House, pastor. Irvil C. Brentlinger, a 


Will oe >ceieoratesg^ aiveoia* wu»- 
ship at 7:30. /Subjett, "The Empty 
Tomb." 
Prajfer service on Thurs- 


day evening at 7*3,0- 


.German Reformed. 


Sunday school at 9 a., m, Primary 


'department will render 
an Easter 
B-[program. 
Easter services at 10:15 


INMATES MAY ERECT NEW 


BUILDING AT STATE HOSPITAL 


Bids for the construction of the 


residence of Superintendent Clarke 
of the Lima State Insane . hospital 
were rejected yesterday toy Engineer 
Riddle of the state board for the 
second time because they were In ex- 
cess of the appropriation, which is 
$12,000. Clarke states that he will 
make a request of the board of ad- 
minstration that some of the skilled 
mechanics of the Ohio State Peni- 
tentiary be sent to assist In ibegin- 
, „ 
_. m. Male chorus and the choir niDg the work. 
Some of the pa 


„•»!»» school superintendent. 
School wm favor with special Easter music. 


•The Last Seven Words of ChiiBt," imeet8 at 9:15 a. ro. Lesson and mu- Tne solemn rite of confirmation will 


a sacred cantata, by Dubois, will be ^ la teeping with Easter festival. jbe 
administered. 
Sermon 
topic, 
rendered by a chorus of thirty voices jSouvenirB for ajlf 
company C wlll|«Eagtcr joy.- 


_. - 
—J 
Wv> 
QVI 
nvfirmczii**!- fif 
1 * '_ 
. 
* 
A* 
»_ 
.~iA«M 
TTjilw '* 


. 
Lord's Supper will 
---------- 
f 
. 


accomuanied by an orchestra of 14 be guestB o( tne men's class. Holy'Da celebrated. The reunion of the 


Recitations. Meldene Smith. 


and Richard Snyder. 
TMr. Rupright's class. 


Recitation, Irene Hocks. 
Recitation, "The Bunal of Jesus, 


ffhelina Myers. 
* Recitation Kittle Smith. 
primary (four). 


pieces, organ and piano. The 
is of the modern French school, rich 
in harmonic coloring, dramatic ef- 
fects, beautiful melodies and 
clear 


contrasts. The solos will be taken 
by Mrs. Shaffer, Dwight Welding 
Mr. Watkins, Thomas 
Peat, 
Mij 


Morris and Donald John. 


Communion and sermon at 10:30 a 


E«rcl8e. 


Stephan 
and 


Cleo Myers 


scholars 
will 
take 


m. 
Subject, "The World's First place at the evening service at 7:15 


Easter Morn." 
jp. m. 
Sermon: "A Ruling Princi- 


South Side Church of Christ. 
'j,ie ot Life." 


V. Hayes Miller, pastor; residence, 


634 Franklin street, 
deavors will have a 
meeting at 6 a. m. 


Christian En- 
sunrise prayer 


At 8 a. m. Bible 


PRESBYTERIAN. 


Olivet. 


Sunday 
school 
at 
9:10 a. m. 


' 
„ 
school workers will meet for special There will be no preaching service. 
Easter music at 
the 
Central, 
yer 
Bible gchooi begins at 9 'morning hour to be taken up by ex- 


Church of Christ will include organ a m 
The following prograni will erotaeB by the primary and junior 


•kmafd* 
Vt«T 
'VTlfltt 
KifiTnftr* 
uVllCll. 
~ 
* 
_ 9 
*^ — ^m- _.~d._. . 
«»«»• i . 
. 
. . 
r*t* 
• _*..»_,„. 
Tn_^J«.^.««_ 
Binsic by Miss 


Prelude, "Minster March," "Loh- 


engrin-Wagner). 


Offertory, "To 


Dowell). 


be 
rendered: 
Orchestra; 


scripture lesson by a class; 


t Wild Rose," (Mc- 


,, 
. 
. 
. 
. 
y 
ng 


tion, "Very Early in the Morning;"ichristy, of Van West, will preach the time when vitality is at its lowest 
- 
b 
b 
— 
c 
l 
e 
a 
n hous 
—b riddin t h 


»nd Helen Bowers. 


rr-Hall the Risen 


achooL 


King," 


at 4 o viwii». "- 
, 
Grubb, well-known tenor and 
U^*$*££ 
Male 
chorus 


i and the Mixed chorus 
the interest of the oc- 
add to 


CaT°he Vesper program at 4 o'clock 


rand Offertolre - (Be- 


tlSienttiem. -Hallelujah! 
Christ Is 


Risen? 
(Perkins). 
Mendelssohn 


Ma"ie~ chorus, with 
Peat. 


solo by Thomas 


Extol Thee," (Wil- 


liams); James A. Grubb and Fred 


MAn£em?'"A. it Began at Dawn.'; 


Postlude, "Allegretto (Gtoldmark). 
Anthem, "On the Way to Jerusa- 


lem, (Wensley). 


Anthem. "As It Began to Dawn," 


[(Russell King Miller). 


The Miami University Glee club 


will give a sacred concert at 7:30, 
as follows: 


Organ prelude, "March Rellgeuse," 


[Gullmant) Joseph Glokey, organist. 


Sentense—Heavenly Father (Bee- 


thoven). 


Scripture reading and prayer. Rev. 


A. B. Houze. 


Response, "Teach Me O Lord," 


(Mozart). 


Chorus, "Lovely Appear," (from 


•Redemption" ) (Gunod). 


Solo, selected, Raympnd Wagner. 


Organ — (a) 
Springtime Sketch 


(Brewer); (b) Benedlctono Nnptlale 
(Fryslnger); (c) 
Grand 
Chorus, 


.(Kinder). Mr. Glokey. 


Easter reading, Mr. Galderwood. 
Quartet, "Lead 
Klnkly 
Light," 


(Buck), 
Messrs. 
Bunce, 
Owens, 


mission topic; 
day offerings; 


song; departments, 
reclta- at, 8:30 p. 


Christlan Endeavor 


m 
The Rev. J. W. 


tients of the hospital will also be, 


on the work. 
. 


What Ails You? 


class period; birth-'m the evening. Easter offering at 
special 
music 
by Sunday 
school. 
Praper 
meeting 


... best, tine to core a cough Is 


when it starts. 
Ordinarily, a few 


Bo»M AT Dr. Pierce's Golden Medical 
Discovery will cure a cough at the 
beginning. But even when the cough 
b deep-seated and the body is wasted 
by emaciation, "Medical Discovery" 
will in most cases effect a permanent 
cure. 


Have you oecome run-down, wealc, 
kmaciated, pale after a long siege of 
colds? Does the skin show that the 
blood is thin and watery? Spring is 
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class. Morning •vwrship at 10;30 a.|Thursday evening at 7:30, Mrs. S 
m 
tnnlo "W« MaVA SAfiTl the Lord." C 
flhaffor 
IcaHnr 
m., topic ."We Hafe Seen the Lord. 
Duet, "He Did not Die in Vain," 
Miss Carrie Wallace and Mrs. How- 
ard Garrigus. Junior and Interme- 
diate C. E. at 2:30 p. m. Senior 
C. E. at 6:30 p. m. Preaching, 7:30 
p. m., topic, "The Eternal Lockout." 
Special music by the ladies' quar- 
tette. At the Bible school a special 
offering will be taken for the Na- 
tional Benevolent Association. 


EPISCOPAL. 
Christ Church. 


North and West streets. 
Arthur 


(Rogers,) 
Mendelssohn 


iehorns, with solos by Mrs. 
Jjbersole and Mr. Orubb. 


Reading, "An Easter Story, 
K. Bannister. 


mixed 
R. H. 


Mrs. 


M. Griffin, rector. 
Services Easter 


day at 7:30 and 10 a. m. Pro-ces- 
sional: 
The Golden Glowing Morn- 


ing, O. F. LeJeune; Christ Our Pass- 
over, B. Tours; Te Deum Laudamus. 
in D flat. W. Berwald; Jubilate Dec., 


Geo. 
A. Mletzeke. Introit: 
Hymn: 


Angels Roll the Stone Away, C. F. 


Women's 


;< Shelley), 
(chorus. 


Tenor solo. 


Lilr. Grubb. 


Offertory, 


part 
song 


Mendelssohn 


"Victory," 


Ladles' 


"Hosanna," (Gwnlsr), 


Minuet in G," (Bee- 


. 
, 
"Calvary." 
(Rodney- 


I Perkins), Mendelssohn Male chorus 


with solos by Mr. Calvert and Mr. 


S. Shaffer, leader. 


SEDER AT BETH ISRAEL. 


A public celebration of the Seder 


will be held on Sunday afternoon at 
2:30 
o'clock in Temple Beth Israel 


on West Market street. 
Samuel' 


W^einfeld will be In charge. 


'The object of the service is to in- 


terpret to the children the Feast of 
HM Passover as it was observed by 
their ancestors rears ago. The sig- 
nificance of the Passover will be fully 
explained. 
The celebration Is es- 


pecially to benefit the Sunday school 
scholars. 


It is hoped to have Dr. Lefkowitz, 


rabbi, of Dayton, present for this 
occasion. 


MISCELLANY. 


First Church of Christ Scientist. 
West Market street. No. 553. Ser- 


vices Sunday at 10:30 a. m. 


"March 
Triumphal,* 


King 


Orubb. 


Postlude. 


[(Dubois). 


At the 
morning 
service 


David's Children' 
choir will 


•The Mendelssohn 
eholr 
will slag 


two fine Batter anthems with Incl- 
Utmtal solos by 
Oscar N. 
Young, 


.Hiss Eva Hofttr. Mis* Helen Wood, 
Ulr. Orubb aa« /red M, Calvert, 


Cranston, Card. 


Solo, "It Is Enough." (from Eli- 


jah's Mendelssohn), A. W. Martin. 


Chorus, 
"Trust 
In 
the Lord," 


(Largo from Xerves), (Handel). 


Organ 
postlude. "March Mllll- 


tairek" (Shelly). Mr. Clokey. 


The choir of 
the First United 


Brethren church will give an Easter 
musical 
program at 
the church, 


Sunday evening at 7:80 o'clock, as 
follows: 


Duet, "The Lament of the Wo- 


men, (I. B. Wilson), Miss Donehoo 
and Mrs. Barr. 


Ladies' quartet, "He Lives Again," 


(Parka), Misses 
Walters, 
Powell, 


Carrie and Gladys Spabr. 


•Christ 
is Risen, 
Hallelujah!" 


(Flagler), choir. 


"In His Pity He Redeemed Us," 


(I. Stewart-North), Miss Donehoo. 


Ladles' octette, 
"He Is Risen,** 


(Loreni), sopranos, 
Misses Loude* 


and 
Metsgar. 
Mesdames Stswart 


and Knepp; 
altos. Miss Doaehoo 


and Mrs. Coot, 
HIM leterts and 


Mrs. Parent. 


Finale Esstsr 
chorus (Jlagler), 


Roper; Communion service. Rogers: vices Sunday at 10:30 a. m. Sub- 
hymn- Come Ye Faithful Raise the Ject: "Probation After Death.' Sun- 
Strain; sermon; Communion hymn, day school at 9:80 a. m. Wednes- 
222- Nune 
dimlttU, 
Calcin. Re. day evening testimony meeting at 


cesslonal- Jesus Christ is Risen To-,7:30. 
Reading room at the church. 


,.„„—„„.„ house now—by ridding the 
body of its accumulated poisons. 
Re- 


fresh the blood with a stimulating 
tonio. 


Dr. Pierce's Golden Medical Discov- 


ery, 
free from alcohol or narcotics and 
extracted from toots and barks with 
pure glycerine, banishes 
front 
the 


blood au poison and impure matter, 


Wooster, Ohio.—«I am very well 
pleased with 'Golden Medical Dia> 
covery.' I had throat and Inng trouble. 
Six bottles of 'Golden Medical Dis- 
covery* cured me so that I had no 
'return for a long time. This was 
'when we lived near Canton in Stark 
Co., 
Ohio. We are never without Dr. 
Pierce's Pleasant Pellets. 
We keep 


them in the bouse and use them for 
biliousness as they are needed. As our 
experience with these remedies covers 
over seventeen1 yean, it ought to have 
weight as a recommendation."—MKS. 
. H. CHnssmm. Strata Grant Street, 
booster, Ohio. 


The "modem "improvement In 
doctor Pierce's Pleuant Pellets. 


day. 
Wargin. 


LUTHERAN. 


First Evangelical Lutheran. 


Spring and Pierce streets. W. C. 


Spaydo, pastor. Sunrise Easter ser 


.open every afternoon except Sunday 
'and legal holidays, from l until 5 
o'clock. 


The First Spiritualist. 


Meeting at Dense hall, Sunday 


evening at 7:30. Mrs. Emm* Brown, 


»*w^Kvn «T4i.*w • *. aesaMsaasb «oacb«* 
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jelp Nature instead of fighting with 
ler. Sick and nervous headache, bili- 
ousness, costivcaess, and all derange- 
ments of the liver, stomach and bowels 
are relieved, prevented, cured. 


also give messages. 


First Christian. 


Elm and West streets. 
Rev. 
W 
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vice at 6:30 a. m. Subject, "Now ls'0( Cincinnati, O., will 
lecture and 


Christ Arisen." Sunday school at 


8:16 
a. m. 
Morning 
service 
at 


10:26 
o'clock. 
At this service the 


class will 
be confirmed, members 


will be received by letter,, children 
will be baptized and Holy Commun- 
ion will 
be administered. 
In the 


evening at 7:30 o'clock special Eas- 
ter service by 
the Sunday school. 


Holy Communion will be continued 
at this service 
for the benefit of 


those who are deprived of the Com- 
munlon In the morning. 
Good mu- 


! and appropriate decorations. 


Zlon Evangelical Lathers*. 


Wayne and Elizabeth streets. A. 


K, Boergtr. pastor. 
Sunday sefaeol 


at »:15 a. m. John A. Mohr, maw 
tatendent. 
Main service with Hety 


J. Young, pastor. 
Sunrise 
prayer 


meeting, conducted by the Endeav 
orers, will be held at 6:30. 
Blbl 


school 
begins at 9:15. Mornin 


Easter service at 10:30. 
Sermon 


subject, "The Living Hope." 
A 


7:10 the choir, under the dlrectio 
of R. B. Mikesell, will render th 
Easter Cantata, "The Reaurrectlo 
Hone." On Tuesday evening at 7:30 
both tha Ladle** Guild 
and 
the 


Brotherhood will meet. 
Mid-week 


prayer service on Thursday evening. 


The 


xs#0\ 


First 


•Mth Elizabeth 


Cheater I. Bucher, 


street. No. US. 
sinister. Sunday 
Bible classes at| 
Covmaatoa at 10:30 a. m. No evea- school and adult 
..•» 
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An Attractive Russian 
Blouse Model 


McCall Patterns Nos/ 
7125-7127. Many oth- 
er attractive May de- 
signs at our Pattern 
Counter. 


The Most 
Beautiful 


Book of 
Fashion 
ever pub- 


lished is the 


SPRING 
McCall 
Book of 
Fashions 


(Now 
on Sato) 


Hundreds of 
the latest 
and 
smart- 


tes dress 


models 


shown in 
colors—and 
every one 
can be eas- 
ily made at 
home with 


An Effective Oostane 
McCall Patttems Nos. 
7131-7129. 
Two of 


the many new designs 
for, May. 


McCall Patterns 


You can choose from hundreds of designs and to any 
of these models you can give a touch of your own 
individuality. 


THE DEISEL 


The Lima Home & Savings Association 


Masonic Bulldiof 
, O uo 


IP 
• 
\N 


x TOR. 
YOUR- 
- 


PROTFCTIOH 


>MQNC- MAIN-27S7 
_ W.HIGH-ST. 


GROUND FLOOR. 


MONEY TO 1 


LOAN 
* 


m household goods, pianos, 
ilamonds, live stock. Imple- 
ment!, etc. 


Our constantly Increasing 


»>u«lneis enaoles up to otter 
vou money at the lowest 
rate of Interest in Lima, 
with pso/nients to suit your 
Income. Loans te farmers, 
itralght time. In amounts 
to 1600.00. 


O. C DUNIFON. Mgr. 
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The Weefe /n Socie 


.-MARIE N. NAGELr-, 


The world Itself ke»:>s Easter Day, 
And Easter larjc* are ilngiac; 
And Easter flow'ra are blooming gay. 
And Easter buds are springing. 


Alleluia! Alto'ula! 


The Lord of all things lives anew. 
And all his works are living too. 


Alleluia! 
Alleluia! 


—JOHN MASO.V NEALE. 


• 
• * 
A 


ND now comes Easter week, with everyone feeling 


the call of spring. Society which has been dor- 
mant through the Lenten weeks will now have 


much to occupy its time and energy. 


For the club women there will be the bi-ennial for 


which to make preparations. The tercentenary of the 
death of Shakespeare will claim its share of attention, 
being celebrated by the High School, tbe Shakespeare Study club and the 
literary committee of tbe Federated clubs, Monday afternoon at the High 
School building on West Hig1. street. Members of th». Arbutus club will 
have tbe pleasure of listening to a 
lecture by Mr. 
Oldys on Shakes- 


peare Monday afternoon at Chamber 
of Commerce. 
Mrs. Shuster-Martin 


will soon appear 
here in recital. 


In fact there seems to bo little time 
for rest or spring houtecleaning for 
those women who are actively en- 
gaged In club work. 


For the younger roclal set there 


will be teas, receptions, bridge par- 
tie* and dances. 
Tripping of the 


light fantastic trill be given tbe ap- 
propriate innovation next Tuesday 
evening by the Wayfarer* at their 


McPheron, Grace Glaze. Ruth Wolf 
Goldie Adams, Pern Goodwin, Rutb 
Hover, Vera, Waltz, Emma Becker 
Grace Talbot and the hostess. 


club rooms, followed 
Wednesday 


1 evening by the 
Epicurean club. 


Elks and Masons are planning their 
summer dances, which, It one can 
JuCge from appearauses, will be far 
superior to an~ they have previously 
given. 
• 


i 
Once more. Ilk* the weather man. 


i predictions seem very favorable for 
a gay season in sodsty. 


Devotees of society and the higher 


forma of entertainment 
will wel- 


come tbe announcement that one of 
the earliest after-Lenten affairs la 
to be an evening of reading by that 
sterling entertainer, lira. 
Helen 


Schuster-Martin, of Cincinnati. 


Mra. Martin Is to appear at the 


First Baptist church under tbe di- 
rection of tbe Young Ladies' Circle 
•f the church. She will read from 
"Disraeli" which la not%n historical 
play, but merely a successful attempt 
to show a picture of the days of 
Disraeli together with some of the 
radical, social and political pre- 
judices he fought and 
conquered. 


It 
is 
a 
three-act 
drama 
by 


Louis N. Parker, one of the big.suc- 
cesses of the past season. 


There is not on the professional 


reading stage today a more charm- 
ing, 
virile or magnetic reader than 


this gifted woman, the head of the 
Schuster-Martin 
Hills. Cincinnati. 


school. 
Walnut 


She has given the 


current season 34 complete dramas 
with sketches 
of authors and an- 


alytical outline of the play. 
She is 


the head of that recherche little 
borne of the drama in Cincinnati 
The Little Playhouse, which is as 
select in its clientele aa the Band- 
box theatre in New York. Mrs 
Schuster-Martin is already popular 
in social Lima and will be welcom 
ed as Llmaltes know so well how to 
receive a prime favorite. Tbe date 
Is Wednesday evening, May. 10. 
• • * 


(Miss Marie Stolly and Miss Marie 


Gagln will be the guests of friends 
in Cincinnati over Easter. They wll 
spend the week-end in Dayton visit 
ing alias Theda Doro. 
• • * 


Monday, Shakespeare lover* will 


hove » rare delight in showing the! 
appreciation by buying the Shake- 
speare Study clufb. There book plate 
are rent attractive containing S 
they do eight significant 
feature 


relating to the life of the 
poet 


These features consist of the photo-, 
graph, autograph, picture of the 
Stratford church, coat of arms, colors 
which are purple and gold, the mask 
of the tragedy and comedy and the 
date of his birth and death. Tho 
original plate will be destroyed af- 
ter the celebration and the book- 
plate* ean toe purchased for the mod- 
est sum of a cent. The committee 
of the City Loan scholarship fund 
will have charge of the sale of these 
and orders can 'be given to the chair, 
man of the comrittee who is Mrs 
B. V. Ogelvle of West Spring street 
• • * 


Announcement was made Thux* 


day evening of the engagement oi 
Miss Gladys Patterson, daughter ol 
Mr. and Mrs. Allen Patterson, 
of 


West Spring street, to Ross Pepple 
at a dinner given at the home of 
Miss Patterson. 
An 
appropriate 


color scheme was carried out in pink 
and white, the surprise being »-e 
vealed by Initials of both young per- 
sons concerned on tiny pink hearts 
running to each cover from a big 
bowl of white roses which centered 
tho table. Guests were the Misses 
Frieda 
Fleming, 
Janet 
Fleming 


Margaret McElvaln, Aleene Hoover, 
Martha 
Steuber, 
Mildred 
Jones, 


Helena Spannagle, Grace May, Leila 
Neff, Esther 
Davis, 
Edith Jones 


Minerva Popple, Helen Polser, 
Wl- 


iiona Neuman, Ella 
Churchill 
and 


Mrs. 
Miller. 
Tho Misses Catherine 


Jones, Sly Patterson and Agnes Pat- 
terson served. • • * 


Miss Dora Jones onte/talned tlio 


members of the Pllathca class of tho 
Grace M, E. church at her home last 
evening. 
Officers for the 
cominB 


year were elected, being Miss Nina 
Goodwin, president for the 
year; 


Miss Llla 'Tipplo, 
vice 
president; 


Miss Birdie Cary, secretary; 
Miss 


Mary Ring, treasurer; Miss Elizabeth 
Reid, pianist; Miss Elizabeth, chor- 
ister. 


A financial report of tho standing 


of the class was Riven and it 


' found $37) had been turned In on 
the building fund in the Istt year, 
fljests at the meeting other than 
the members were t>« Misses Mabel 


Members of tbe Shakespeare club 


and tbe Literary committee of the 
Federation 
will 
combine Monday 


1th tbe High school to celebrate 
he Shakespeare tercentenary. 
At 


his time Mr. Oldys win give a short 
eeture on "Nature 
and Shakes- 


peare." Immediately following there 
will be a tree dedication on the High 
school campus, at which appropriate 
comments will be given by a com- 
mittee made up from four represen- 
tatives from each class at the High 
school and two representatives from 
he various clubs. The representa- 
ivea from tbe clubs are: Mrs. J. E. 
>rosjean, 
Mrs. Charles Price, Mrs 


George Snyder, Mrs. James Mc- 
larty, Mrs. J. B. Dexter, Mrs. L. P 
Polby. Mrs. Minor Keltner, Miss 
5dna Baggier, Mrs. Berda Fritz Ew- 
ng, Mrs. Clarence Akmer, Mrs. D 


Sherman, Mrs. Earl Sealts, Mrs 


iobert Eastman, Miss Anna Moore 
Urn. Franklin Stiles, Mrs. Frank 
Butters, Mrs. Ed Neusian. Dr. Pau 
Stueber, Mrs. Charles Steer, Mrs 
Robert 
Mikesell, 
Miss Margaret 


Sealts. Miss Eleanor Bell, Mrs. C. C 
Hosselman, Mra. William Parmenter 
Mrs. J. W. Roby. Mrs. G. W- Simp 
son, Mra. B. V. Ogelvie, Mra. Bailiss 
Simpson, Mrs. X. Wells, Mrs. J. J 
Wyre. Mrs. J. M. Greenslade, Mrs 
Walter Montgomery, Mrs. A. L 
White, Mra. John Evans, Mrs. W. A 
Campbell, Mrs. A. H. Crops, Mrs. N 
L. Michael, Mrs. Gus Kalb, Mrs. Gus 
Holiteln, Mrs. Van Cleve Holmes 
Miss Nettie Snook, Mrs. Charles Me 
Cabe. Mrs. W. W. Consteln. Mrs. A 
L. Jones, Mrs. Sara Douglass and 
Miss Ruth Parrett. 
* * * 


Club women of Ohio are stron 


and a unit in their support of Mrs 
Samuel B. Sheath of Tiffin, for th 
office of president 
of 
the Genera 


Federation of Women's clubs, at th 
thirteenth biennial convention, to be 
held in New York in May. 


Her long service in the Ohio and 


general federation of clubs makes 
her especially fitted for the place. In 
the general federation, she has been 
department chairman, second vice 
president, and is now first vice pres- 
ident. 
She was program chairman 


of the biennial at Chicago. 


She is a woman of 
high ideals, 


wld6 vision, unerring judgment, ex- 
ecutive ability and a broad knowl- 
edge of 'public questions. She is a 
member of the board of directors of 
the Interstate Trust & Banking com- 
pany of New Orleans, and has served 
as a member of the noa-partisan 
tariff commission. 
* * * 


FASHIONS IN FLOWERS 
Fashion changes In flowers just as 


It does In gowns. In New York, it 
is now violets, pure and 
simple 


bunched closely 
together by 
thr, 


thousands; then it is violets with a 
rose or a gardenia in the center; the 
gardenia is soon replaced by an or- 
ihld, and now It comes down to or- 
chids as the main flower—usually 
two—with a few roses and 
spray 


orchids, for the corsage. With every 
change of style period the 
florist 


looks up the flowers ot that period 
and grows them. Seasons no longe* 
count. June roses are just as pro- 
curable in March as In June; vio- 
lets we have with us the year round 
and now that orchids have become 
tie fashion of the day, they 
are 


LEONARD 


Good Advice From Olive EUavm. 


the last one 


want to change places with. 
planting thorns for her pillow." 


She has a com- 


CLUB CALENDAR T 


MoaiUy. 


Bay View CIUD will meer with 


Miss Katberine Reilly. of North 
Baxter street, afternoon. 


Lotus dub 
will meet 
with 


Mrs. Harry 
MacDonald, after- 


noon. 


Round Table club will meet 


with Mrs. R. A. Buchanan, af- 
ternoon. 


Cllonlan club will meet with 


Mrs. G. A. Herrett. afternoon. 


Twentieth Century club will 


meet with Mrs. S. S. Wheeler. 
afternoon. 
* 


Mr. Oldys will lecture to the 


Arbutus club at tbe Chamber 
of Commerce, afternoon, 2:30. 


Tercentenary 
celebration at 


the 
high BchooJ. afternoon. 1 


o'clock. 


' Mr. Oldys will lecture at tbe 


high school, evening. 


Social Service Bible class at 


the W. B. C., 4 o'clock. 


Sorosia club will meet with 


Mrs. O. J. Rose, afternoon. 


* • • 


Tuesday. 


Wayfarers' 
formal dance at 


their club rooms on North Main 
street. 


Koneta circle will meet with 


Mrs. H. C. Potter, afternoon. 


Social and Literary club will 


meet with Mrs. John Vogelge- 
sang. 


Domestic Science club will 


meet with 
Mrs. J. W. Neely, 


afternoon. 


Progressive Needlework club 


will meet with Mrs. J. W. Ltm- 
baugn, afternoon. 


Eleanor Patterson will give a 


recital at Memorial hall. 
* • * 


Wednesday. 


Epicurean club will give their 


Easter dance at the Wayfarers. 


Trlomphe Euchre club 
will 


meet with 
Mrs. T. 
C. Ireton, 


afternoon. 


Ladles' Aid or 
the Calvalry 


Reformed church will meet with 
Mrs. 
N. H. Cantieny. 


Mr; and Mrs. Carl Boegel 


will entertain the Brotherhood 
of 
the 
Calvary 
Reformed 


ehurch, evening. 


Delphian club will meet with 


Miss Helen Kerr, afternoon. 
» • » 


Thursday. 


West End Bridge club will 


meet with Mrs. Watson Meyers, 
at the Lima club, afternoon. 


Shakespeare Study 
club will 


meet at Chamber of Commerce, 
afternoon, 2:30. 


• 
* • * 
Friday. 


N. B. B. O. O. 
club 
will 


meet with Mrs. Howard Court- 
ney, evening. 


Floral Guild will 
meet with 


Mrs. 
Charles Bond. 


Sutorium club will meet with 


Mrs. 
A. D'. Hildreth, afternoon. 
* » » 


Saturday. 


Needlccraft club 
will 
meet 


with Mrs. Cary, afternoon. 


,4VE8> J 


I 
trying to help la every way 


•*• 
poaaible," 
said 
Marian 


Townsend. wiping ber eyes, -"I know 


-am hateful, but I liked it tar feet- 
er when she confined ber activities 


to the kitchen and 
spent ber ware 
time in ber own 
room. 
It makes 


me furious with 
rage wh>n I 
ber sitting 
by 


Daddy reading to 
him and 
doing 


tbe devoted wife 
after all the ruin 


she 
into 


and 
misery 


has brought 
the home." Mar- 
ian put her hand- 
kerchief 
to her 


eyes a n d her 
shoulders heaved 


-You 
tit right 


down here by me 
and relieve your 
feelings 
with a 


good cry.- It will 


make yon feel better." Olive Ellson 
pulled the girl down on the conch 
>eside her and stroked ber 
hair 


drawing her. head to her shoulder. 


"When I see dear Daddy lying 


there so patient and helpless' and 
know, just know he would have been 
all right if he had never seen that 
woman. I bate, ber." 
Marian's eyes 


blazed. 


"Don't talk of hating people, Mar- 


ian. Hatred is a. terrible thing to 
harbor in your heart, 
seen plants all baked 


You 
have 


about 
the 


roots; the soil so hard that no mois- 
ture could get to the roots, haven't 
you? Well, hatred hardens one's na- 
ture so that no dew from heaven can 
reach the soul. You can never grow 
spiritually while you hate anybody:' 
Olive drew the girl close to.her while 
she talked. "Hatred is a boomerang 
that comes 'back and injures tbe one 
who threw it." 


"Nothing injures her. She walks 


serenely on while she has strewn al' 
our lives with wreckage. There is 
no justice in having everybody suf- 
fer except the principal offender." 


"Do not envy her,'" said Olive soft 


"I don't see how. 


tollable property settled on ber. 
Daddy should die"—Marian's 
broke—"she 
would 
take 


away and be independent for life 
She 'would get what she married him 
for. money, while she would leave 
us a broken family, crippled finan- 
cially IB the bargain. 
There is no 


JosUee in that." 


"If she could take money obtalnel 


at such a cost end not suffer, ber' 
soul must be callous indeed. 
I do 


not believe she is so hardened 
as 


that" 


There was silence for * 
while. 


then Olive said softly: 


"Would you change places with 


her? That is the test. Would you 
give up your beautiful memories, 
memories that nothing can change 
or spoil?" 


"They are spoiled now. When I 


think how Daddy has been made to 
suffer because of her selfishness ail 
the dear memories are made bitter. 
Oh. why did she have to come Into 
cur lives'? We were so happy. Ever 
since mother died Daddy has been 
father and mother too. He lived for 
UB. He- 
" 


"Don't you see. dear," interrupted 


Olive, "that nothing can change the) 
memory of those happy years? She 
dfd .'not .take your father from you in 
spirit I have seen homes where the 
new wife turned the love 
of 
the 


father away from the children. Tour 
fetber was devoted to all of you to 
tbe end." t 


"Of course she could not do that," 


replied Marian. 


"So you see the worst has not be- 


fallen, and you must learn to 
be 


brave for Dudley's sake, for you will 
be all that if left of a home for him 
after your father is gone," urged 
Olive. 


"Dear Dudley: I must do all I can 


for him. 
We must stand by each 


other," said Marian, wiping her eyes. 
"It b'as'helped me, this talk and cry. 
I feel stronger to go on now. Thank 
you/:dear Mrs. Ellson. 


Olive stooped and kissed the girl 


as she hade her good-bye at the doorj 


(To be continued) 


THROUGH OPEN WINDOWS 


I 


!•»«. ty the UeClim Me 


T IS not only the small boy who 
Then here cornea a rusty old tel- 
* 
low who has been valet for 20 years 
to men whose fame has reached two 
continents, although it is with a smile- 
we remember Carlyle's words, "No 
man is a hero to bis valet" . 


"Have you, any Interesting stories 


to tell?" we stop to ask him -as he 
passes by. "Secrets—without men- 
tioning names?" we add, to ease our 
own conscience.- The valet ponders 
a while, for he is quite a philoso- 
pher. 
- 
" 


never absent. 


Every year the international flow 


er show gives out new ideas for the 
debutante's bouquet, as well as the 
regular corsage bouquet. As for the 
bridal bouquet, it la getting ligher 
and lighter every year, that is, light 
er weight roses are used, and sprays 
rather than hunches of Illy of the 
valley, with less heavy satin, more 
gauzy rtbbon, and no wire. 
The 


most popular bouquet of the year la 
of white orchids and lily 
of 
tho 


valley. 


Directly In opposition to this spray j 


effect, however, is the Pompadour or 
Louis XV. 'bouquet, for debutantes 
It Is a radical departure from tlio 
usual modern bouquet of loosely ar- 
ranged flowers, but. is sure to be 
popular for bridesmaids who 
will 


hardly resist tho shepherdess effect 
of tho Pompadour period, to nut big 
pompadour silk draperies over lace 
petticoats and carry the Pompadour 
bouquet than which nothing but tho 
shepherdess hook could bo In bettor 
keeping, 


H is tho intontlcal "cabbage bead 


bouquet," framed in a paper collar 
that our grandmothers carried some- 
whore between 1S30 nnrl ISfiO. Slim 
Hllvor or gold stnndg went with It to 
place the bouquet In. 
Rosos 
and 


smaller flowers, such as violets or 
forgnt-mo-nots, nro largely used. Tho 
Rtreamers match tho flowers in color 
One seen recently w,as of big rod 
roses, yellow mlnnon rosrn and vio- 
lets, tho red roses forming tho cen- 
ter like a great red heart, and tho, 
smaller flowers being arranged In 
regulation 
rows 
around 
taem 


Streamers of satin and gauze ribbon, 


with showers 
of 
email 
flowers, 


matched the color scheme. 


Another debutante bouquet which 


Is popular, though less radical, is of 
pink roses and asparagus fern, tied 
with pink ribbon and chiffon, loose- 
ly arranged In an arm bouquet. 
* • • 


The following excerpt was taken 


from among the college notes of the 
University of Cincinnati in the Cin- 
cinnati Enquirer: 


"Biennial convention of Delta Pro 


vlnce of Sifcma Alpha Jjpsllon, na- 
tional college fraternity, was opened 
last night with an initiation 
and 


smoker at the University of Cincin- 
nati chapter house, 2210 Ohio ave- 
nue. 
Initiates wore 
Carl 
Neville 


Lima, Ohio, and Joseph Rice, Mon- 
roeton, Ponn. 
* * * 


Mr. and Mrs. Shafor Vandlvier of 


St. Johns wish to annonnoo the mar- 
riage of their daughter, Eve, and 
Bay Shuler of Lima, 
which 
took 


place at the M. E. church in Monroe 
Mich., January 25, 1916. Both par- 
ties reside in Lima, and the secret 
of their marriage will be a surprise 
to their many friends. 
They will be 


"at home" after Easter 
at 
their 


nicely furnished home, 592 
Reece 


avenue, Lima.—Wapakoneta News. 
* * * 


Monday evening at the High school 


auditorium, Mr. Olyds will lecture 
to the children of the city and their 
parents on "Birds and .their Habits.' 
All mothers should insist that their 
children hear this lecture for there 


is probably no other man quite-like 
Mr. Oldys in the respect to author- 
ity on his subject. He is an officer 
of the Audubon society and a state 
authority. Through the courtesy ot 
the Bird Lovers League of Cleveland 
the clubs of this city were fortunate 
in bringing him Iiere. His imitation 
of the bird notes and calls Is won- 
derful and all through his address 
he illustrates with colored slides 
There is no admission 
asked and 


again it is urged that parents at- 
tend with their children.. 
* • • 


The Rev. and Mrs. M. B. Fuller 


and Mr. and Mrs. M. M. FIgley will 
leave a' week from today for 
(.oga Springs where they will attend 
the general conference of the Metho- 
dist Episcopal church.- Mrs. Fuller; 
and Mrs. FIgley will 
go to -New| 


York City to attend the 
bi-enhial i 


convention of tho Federated Wom- 
en's club. 
* * • 


Girls Social 
Service 
club 
will 


present tonight the Miami Glee club 
at the Central Church of Christ. 


* * * 


There will be an important meet- 


ing of the Home Economics Com- 
mittee of City Federation on Wed- 
nesday afternoon at 2:30 at the homo 
of the chairman. Mrs. Luah A. But- 
ler, 
684 West Spring street. 


There is every indication that the 


May Day century of Dress will be 


Miss Mary Byrne of Wapakoneta, 


Is the guest of relatives in this city. 


looks with envy through the 
window where there spreads be- 


fore him a feast of good things, but 
we are all prone to spend too much 
time longing for that which la just 
beyond our reach. 


Every time I am dissatisfied with 


anything. 1 catch myself in time and 
say: "Mary Wckford. you are look- 
ing through open windows. Put the 
shades, do wo quickly and lesm to be 
contented." 
Scold yourself seriously, then take 


yourself to task, and if you do get 
angry with your own shortcomings 
it is ever so much wiser than to turn 
upon any one near you and whip 
your disappointment or chagrin out 
on them. • 


As long as we are looking through 


open windows, just for fun let us 
pull up the shades of our neighbors' 
houses and see what they are hiding 
from us, and much will we find that 
will surprise, amuse and teach us. 


Here comes a widowed mother who 


is carrying the burden of supporting 
several children and it has never oc- 
curred to us to give ber a helping 
band. 


There hobbles a little crippled 


child who needs to go to the coun- 
try, and here- are \ two misguided 
young girls who dreamed of being 
moving-picture actresses, but fell by 
the wayside because they were not 
sure of themselves. 
If we do not 


stretch out a guiding hand to help 
them, they will soon be on the 
streets. 
: 
: 


Ah, here come the people whom 


we have always thought so kind and 
considerate of humanity because of 
their ever smiling faces. 
But now 


the window is open and we can look 
right into the depths of their souls. 
"Hypocrites!" we cry. " "Why, they 
have bared their hearts! We have 
let them trick us and they have been 
laughing at us all tbe time instead 
of smiling upon us!" • 


"People haven't as many secrets 


as they have peculiarities," he be- 
gins, "and, do you know, when I see 
a man's clothes, 
without 
even a 


glimpse of the man, I can tell you 
als disposition, his mental character-; 
istics and most of his personal hab- 
its?" 
"There are distinguishing odors 


about clothes, too—tobacco, liquor, 
perfumes, musk, and each has its lit- 
tle story to tell. 


"Men 
and their 


another 
chapter.''' 


habits—that if 
be 
continues. 


"Why, one man I .served for many 
years has dozens and dozens of pairs 
of shoes, for they are his bobby, and 
strongest of all, he loves his old 
shoes the .best and would not give a 
pair away—no. not.a pair. 


"Served another master who got 


superstitious about an old silk hat 
he had worn for'years. 'I tell yon, 
ma'am, it was a caricature, that hat 
was, for my master himself had sat 
on It many times by mistake, but, 
'I am attached to that hat, Buggies,' 
he used to warn roe, 'and I wont let 
a new one take Its place;' so* ma'am, 
for the five years I was with him tt 
was that ellk hat or none. 


"Here's another yarn/' and th* 


old fellow chuckled with awakened 
interest, "about the man I served 
who had made a lot of money in New 
York, but had come from a amaU 
town in the middle west 'Ruggles,' 
he confided to me one day, 'I never 
want, you to .crease my trousers ea> 


CARTER & CMIROLL 


•%$ 
"The House of Fashion" 


filled with interest from 1 to 10 ,p. 
m. for Memorial 
Hall 
will 
have 


booths all around the sides where 
one can study some of the changes 
of the past century and watch those 
of today. 
< 


Prof. Laux is hard at work drill- 


Ing the Junior Music club girls for 
the May Pole dance, and 
also 
a 


group of young men and maidens 
who are learning the stately court 
minuet, which will be one of 
the 


most attractive numbers on 
the 


program. 


Tbe girls in the Millinery Class 


in the Domestic. Arts department of 
High schools are busy at work com- 
pleting hats for the exhibition as 
well as dresses, suits, etc. 


The Domestic Scienc classes 
of 


High school are also interested and 
will have a display of their cakes 
Premiums will be offered 
In 
all 


those millinery, sowing and cookingj 


» • e 


Mrs. Frank Graham and daughter 


Pauline, were guests of Mrs. Cather- 
ine Wirls of Wapakoneta, yesterday. 


SISTER: READ BY FREE OFFER! 


Redfern and Warner's Corsets 


America's Two Greatest Corsets 


I am a woman. 
, -J 
I know • woman's trials.- 
I know h»r ne«d of «ympatKy 
. — • 
If you, my «Uter, are unhappy because of !»•' 
tieaith, if you foci unfit for hou«ebold duties, 
•ocial pleasures, or dally employment, writ* i ' 
and tell me just how you suiter, and a«k for my 
fre* ten days' trial ot a home treatment suited 
to your needs. M«n cannot understand woman's 
sufferings. What wo women know from ex- 
perience. w* know better than any man. I want 
to tell you how to euro yourself at boom at a 
Cost of about 13 cente a week. 
It you suffer from womcn'a peculiar aUm«nts 
caiulng; pain In the head, back, er bowWe, fe«l. 
Ing of weight and dragging. down sensation, 
falling or displacement of pelvic organs, eaualng) 
kidney and bladder weakneaa or constipation 
•nd pile* painful or lrreauiar periods, catarrnai 
conditions and discharges, extreme) nervousness, 
depressed spirits, melancholy, detlre t» cry, 
, creeping fMllng along the spin*, palpitation, 


Is your corset all that you 
wish it to be? 
You may like its shape but it 
does not fit comfortably. If it 
does not, it is not right for 
you even though you may like 
its lines. 
We can fit you to a Eedfern— 
lace-back or lace-front. 
Not only will you like its shape 
but it comfort as well, and you 
will be quite as pleased with 
its prettiness and it good wear- 
ing points. 
A sale of 


I INVITE YOU TO SEHDTODWFOH MY FREETEH DAYS' TREHTMEHT 
and loam how thea* ailments «an be easily and surely «or>nu«n>a at home without j 
the dangers and expense of an operation. Wntn you are cured. an4 able to enjoy ! 


is universally successful. 


$3.50 to $15.00 


are sensible styles—they are 
not extreme in any way, only 
extremely good value. 
A Warner Corset whatever 
price you pay, and we have 
them as low as $1, will fit and 
wear well. 
It will shape the kind of a fig- 
ure you want and will wear as 
long as you expect it; and, 
what is more, it will hold its 
shape from the day you put it 
on until you discard it. 


$1 to $6.00 


Every Corset Guaranteed 


life main, you ean pa»» tfcejrood wort alonf to some other sufroror. tfy home trost- 
ment Is for young or old. To Mothers ef Daughter*. I will explain how to overcome 
«reen eleKness (chlorosis), irregularities, headaches, and laasitudo la younc women 
and restore them to pluopnts* and health. Tell m« if you are worried about your 
daughter. Remember, it •actayow notnlna to fire my hom» treatment a ten ofays' 
trial, and does not interfere with dally wort, if health la worth asklne for, then 
daughter. Remember, it •actayow notnlna to fir. 
trial, and does not interfere .with.dally wort. If .— , „>,,,„ _,„, ,.r »„.„ 
accept aw «*nei\w ««*rj^wWefor th* tra* treatment. Including my Illustrate* 
tooWet, "V/emsn's Own M**1MI Affjeir." I will **«d all in plain wr»Wf*poiu 
paid. +0 save urn*, you «aa cut eat this offer, mark your feelings, aad retire tame. 
Send tteiay, a» you may »ol see ttls offer Mate. Address, "*"• •"••»•"•«•"* 


« N 
SOUTH MHO, IR5. 


For Sale in Lima only by 


CARTER & CARROLL 


iNEWSPA'FERr 
iNEWSPA'FERr 


THE TXMES-DEBIOCBlT, 
OHIO, SATURDAY EVENING, APRIL 22, 1916. 
BEVEK 


cept la the front.' 'Sir?' I inter- 
rupted, astounded. 'But wont they 
look funny to the eye?' 'I don't 
care how funny they look. Bustles.' 
he went on. 'but I have always had 
a particular 
aversion 
to creased 


trousers.'" 


How amusing is human nature! 


But It isn't often we get sidelong 
glances through the open windows to 
discover people as they really are, 
for as a rule they are clever enough 
to pull the shades and leave much to 
our imagination.• • • 
Answers to 


Correspondents 


M. P. B.—It was very wrong of 


you to censure professional women 
when you admitted you had no per- 
sonal friends among them. They «« 
very often unhappily maligned. 
• • * 


Gertie B.—I do not sell my dis- 


carded clothes, but have been giving 
them for several years to a charit- 
able institution. " 
• * * 


Eunice 8.—I was born In Canada 


and. we lived there until we went on 
the road. Lottie is a year younger 
than I. and Jack a year younger than 
Lottie. 
• • • . 


Stella D.—Sky blue and yellow 


photograph white and the men's 


; shirts and collars you saw dyed yel- 


low will look white in pictures. 
• * * 


Sally O. D.—Tour scenarios are 


not long enough for feature pictures 


i but would make clever one or two 


i reel photoplays. 
; 
• • • 


Juanita R.—Tour verses were 


| translated to me, as I regret to say 


j I cannot speak Spanish. I only know 
; a few sweet little phrases.I learned 


from the Spanish 
girls 
while in 


southern California. 


Why the D. A. R. Are Winners 


Pace* at D. A. R. Coarattosi tm WashtafU 
MOST ALL KINDS Of 


Social Notes 


The Woman's City Club of 
Lo 


Angeles, a few nights ago, 
enter 


tained the latest group of people o 
oversea birth admitted 
to 
Unite< 


States citizenship in that community 
We are told, In a newspaper refer 
cnce to the affair, that the new vot 
ers were not stood up In a line an 
patronized or lectured, but wer 
treated to a program which they en- 
joyed in common with 
all 
other 


guests of the 'evening. After all, the 
new voters are more= deeply impress- 
ed by what the old voters do than 
By ^*at they te}l otfceip to do.^, T 


Mr. and Mrs.. W. U Russell, of 


West Market street, left yesterday 
for New York city, 
to spend the 


Easter week. 


. * * * 


Mrs, W. W. Beauchamp left yes- 


t^rday for 
Rockford, O., to visit 


wtih friends. 
* * * 


'Mr. and Mrs. i. S. Galvin and 
a|rs. T. D. McLaughlin will leave to- 
day for New York 
City to spend 


Easter. 
* • • 


Virgil Sheets is spending the 


spring vacation 
with 
Mrs. Ira P. 


Carnes. He is a student at Ohio 
State University.* * * 


The Ladies' Aid society of Calvary 


Reformed church will meet on Wed- 
nesday afternoon 
at 
the home of 


Mrs. 
N. H. Cantieny of 640 North 


McDonel street. Mrs. E. Cantieny j 
will be assistant hostess. 


Mr- and Mrs. Carl Boegel of 1015 


- East High street, will entertain the 


Brotherhood of 
Calvary Reformed 


church on Wednesday evening. 
: '•• 
» * » 


Miss Ella Siebert, of 1123 Forest 


avenue, is visiting relatives in Spen- 
cerville. 


Mr. and Mrs. J. W. Lipplncott, of 


1023 
West Wayne street, have re- 


turned from a six months' visit in 
Los Anegeles and other 
California 


cities. 


Cut This Out—It Is Worth Money 


DON'T MISS THIS. Cut w, this 


elip enclose with 5c to Foley & Co., 
Chicago, 111., writing your name and 
address clearly. You will receive in 
return a trial 
package containing 


Foley's Honey and Tar Compound 
for bronchial 
coughs, colds, 
and 


croup; Foley Kidney Pills, and Foley 
Cafiartic 
Tablets. 
H. F. Vort- 
v mii 
tu-thu-sat 


TWO HUSBANDS DIE OF "HER FATAL BEAUTY" 


Mrs. William Comings Story. 


The annual convention of 
the 


Daughters of. the American Revolu- 
ion in 
Washington was crowded 


with men visitors, and not for two 
ays could any one understand. Then 
some one 
looked at the pages 


in white, who surrounded Mrs. Wil- 
liam Cummings 
Story, 
president- 


general of the organisation. As Mrs. 
Story posed for this picture she an- 
nounced she. would npt;.be a ^candi- 
date for re-election next year. 


AT PORTJF HAVRE 


Fritish, French and Belgian 


Coins Used in Retail 


Trade. 


War Congests Traffic at 


the Most Cosmopolitan 


City of France. 


HAVRE, April 
19.—Havre has 


always been the most cosmopolitan 
port in Prance, but never before the 
war would you get three British half- 
pence and a Belgian sou in eight 
cents worth of small change. That 
triviality is symbolical of the Havre 
of today—only half French, three- 
eights British and an 
eighth Bel- 


gian. 


It is the influx of the British that 


has doubled the traffic of the port 
during the past. nineteen months 
and congested the docks until scores 
of ships are at times seen lying lor 
days together in the offing waiting 
for a spot to become vacant at the 
quays. 
Too quays themselves are 


piled with bales of cotton, giving to 
the port a resemblance to New Or- 
leans. 
The cotton 
sheds, covering 20 


acres and fitted with 20 electric 
cranes, have become insufficient and 
the bales are roiled upon the quays 
everywhere that a ship from New 
Orleans happens to 2nd a berth. 


The traffic of the port of Havre 


which amounted to 5,400,000 tons 
in 1913 was less than half taht of 
Rotterdam and only a little more 
than a third of that of Antwerp 
and Hamburg. 
The reasons for it 


were largely lack of docking facil- 
ities and the limited railroad com- 
munications -with1 Paris an dthe cen- 
ter of France. Even before the war, 
ships were sometimes held up in 
the roads waiting their turn to dock. 


FIX-D FOB OOSTEMPT. 


TOLEDO, 
O.. 
April 
23.—The 


Sweet Valley Wine company of San- 
dusky was fined $500 when con- 
tempt of court 
charges were •at- 


tained in the United States district 
court yesterday afternoon. 
Viola- 


tion of an injunction secured by the 
Garrett Wine compan. of Virginia 
was charged. 


Lima's 
Favorite 
Laundry 
Is Careful! 


The care and forethought 


which our intelligent and 
experienced employes give 
to every article you send 
here—these are largely re- 
sponsible for the popularity 
of Shock's Laundry. 
. Quality Service, rather 
jthan haste, SAVES WASTE 
—that is our motto. 


Cora Mashew Ante* Wolter. 


Two husbands have killed them-) and he tried to 


selves because Mrs. Cora Mashew 
Ames 
Wolter 
possessed 
"Fatal 


Beauty." 
She is now in a Bridge- 


port hospital from a slight wound 
:he second one Inflicted. 
Her first 


husband was Frank Ames, a Bridge- 
port theatrical man, who killed him- 
self because she had taken up with 
the second, Louis Wolter. 
Wolter 


found a letter from another admirer 


kill her. 
She ran 


away after being 
wounded and he 


turned the gun on himself. 


Offers 
Wom&rc Gr&rf WoirK 
* 
* 
* 
* 


Ella Wheeler 
Wilcox SKp.ws 
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Nature Sunday 
School 


Human Nature Broadened and Brutality Eliminated 


by Proper Study of Woods and Fields—Compe- 
tent Instructors Needed to Show Natural Beau- 
ties to Young. 


A 


YOUNG woman from Brook- 


lyn, who has 
a 
Sunday 


school class o£ little boys 


writes enthusiastically on 
he sub- 


ject of the Nature Sunday school 
Idea discussed in this Column some 
time ago. 


She says: 
"We have a 
way of 


landing 
human 
motherhood, but 


why not meditate 
sometimes 
on 


those little mothers 
of earth and 


air? 
Do women realize 
that the 


agony of th« human mother upon 
beholding her death-robbed cradle 
is relatively no more poignant than 
that of the hen-robin who return- 
ing with food for their babies, finds 
them stoned to death and the little 
home she was meeks in preparing 
for them ruthlessly 
destroyed 
by 


the thoughtless hand of some offend- 
ng of God's highest expression." 


"Before 
we women push our 


elves into politics with the expec- 
ation of 'uplifting them' it seems to 
me we would do well to learn a few 
essons stiil from our original Moth- 
r and develop more of the infinite 


DIDN'T KNOW IT WAS IXJADED. 


ST. JAMES, 
Minn., April 22.— 


Rev. H. W. Baker, 
pastor 
of the 


Presbyterian church of St. James, 
who preached the late Governor W. 
S Hammond's sermon recently, shot 
and killed himself accidentally today 
while examining a gun he did not 
kno\y was loaded. 


'C China a n d 
J department is 


Lamp 


the 


nicest in 
Lima. 
Nice, clean, new 


stock, up-to-date In style. When you 
want a nice set of dishes or just a 
Jew dishes to fill in get the habit 
of going to 
Harman's You'll get 


satisfactory 
service 
and most al- 


ways find what you want. 


CASK APPEALED. 


A. Kirkpatrlck has 
appealed to 


comm^i pic B court the i so in Jus 
tice Hamilton's court In which A 
L. Burkholder was 
granted Judg- 


ment against him 
in 
the sum of 


140.95, '-imed to 
b« due Durk 


holder (or pop-corn furnished Kir.- 
patrlck, who la a 
confectioner af 


High and Mala •troeta. 


Your wafltt dn be found In tin 


rri»«» want column. .^...^.UkM 


I.E WSFAPEsfl R C H1V E ® __ 


vithin us. 


"In our foolish 
feverish 
eager- 


ness to mimic our brothers' we seem 
o have lost sight of the fact that 
ve have a mission of our own which 


E we fulfill it, will place us on a 
ligher plane than any we can manu- 
actura for ourselves! Naturehood— 
MOTHERHOOD! Crowd out nature 
and you kill maternal and where 
,vill our world be? 


All possible success to 
the Na- 


ure Sunday school! It will develop 
Jie children 
physically, 
mentally 


and spiritually, 
eliminate aimless 


orture, awaken women to a finer 
sence of their peculiar responsibility 
and please the Creator! 


"Very careful attention should be 


given to the selection of teachers 


There are skilled naturalists (I have 
met them) who go into the study 
Quite without sentiment—merely as 
a profession. 
To them the woods 


and fields represent little more than 
places wherein to delve for 'speci- 
mens,' and they even cultivate an 
inclination to dissect every unusual 
jreature that 
comes 
within their 


reach. 


"Now, however, 
much, scientific 


knowledge these may possess, they 
would never do as interpreters of the 
Creator's 
schemes to 
children's 


hearts. 
To my mind, women are 


beat fitted for this work, owing to 
the 
inherent 
maternal 
instinct— 


which would be broadened and deep- 
ened by the association. What they 
lack in actual knowledge could, be 
easily made up by a little effort, and 
the results would be of great bene- 
fit to themselve, to the little ones, 
and also to numerous winged and 
furred creatures that suffer unjustly 
for our lack of conscience regarding 
their rights to life and protection." 


The enthusiasm of this young 'wo- 


man is pleasing and her ideas worth 
while, with the 
exception of what 


perhaps might seem to 'be an Anti- 
Equal Franchise tendency. There is 
no earthly reason why a woman can- 
not develop the, infinite within her 
and study everything which leads to 
great and good- motherhood, and, at 
the same time, know enough of po- 
litical conditions to cast an intelli- 
gent vote. 


Wherever woman has the fran- 


chise there Is a marked decrease in 
drunkenness. 
The writer was told 


a 'few years ago by a resident of New 
Zealand, a man, that alcoholism de- 
creased 60 per cent 
in that land 


after women went Into politics. 


Surely this 
thought 
is 
worth 


dwelling upon. 


and a new basin called the "Tidal 
Basin" was planno and partly fin- 
ished with a-view to relieving con- 
gestion. 
""""- 
The corinestttftv of traffic now is 


not only a hindrance to commerce 
but :- danger to navigation which 
greater vigilance1 !on the part of the 
French Lttvy , sifrlp8* German sub- 
marines may'' obviate "but which is 
considered suffic.iefitly serious at the 
present time to juptify consideration 
of the temporary use of the uncom- 
pleted tidal basin as a refuge for 
vessels, waiting their turn to cock. 


The town itself is far more ani- 


mated than in time of peace, and is 
unavoidably getting rich from the 
vast expenditures of 
the British 


commissary department and the in- 
dividual tr de of officers and sol- 
diers. English shop signs are seen 
everywhere alongside 
the French, 


for "Tommy Atkins" 
is slow in 


learning the language. 
One of 
the 
most 
conspicuous 


hmgs one sees in the Rue de Paris, 
he principal street in the town, is 
•British Bar" in big, brave British 
•ed on the window of a saloon. A 
ittle further on a sign points the 
way to the "British Soldiers' Club," 
another sign post directs men to the 
•British Officers' Club," while there 
are tea rooms everywhere and res- 
aurants that cbnspicuously adver- 
Ise "Ham and Eggs," "The right 


DINE AT 


Plant to be Erected at 


Springfield ia the 


Plan. 


The erection of a 
foundry fo 


small steel castings is planned 
'1 


Lima and Springfield capital, 
the 


plant to be located at Springfield if 
the organization, is perfected along 
proposed lines. Mr. J. E. Galvin, of 
the Ohio St->el Foundry company has 
been in conference with Springfield 
men for the past few days, and >* 
the organization is perfected accord- 
ing to present plans, the 
company 


will be capitalized at $300.000, local 
associates of Mr. Galvin in the Ohio 
Steel plant taking a large portion 
of the stock. 


HotelJVorval 


EASTER DINNER 


OJIE DOU4R PBB OOUVERT 


J2:OO to a:OO~-fl:OO to 8:00 


• Cream of Chicken, Imperial 
, 


Consomme, Rosa 


Caiifcrnia Jumbo R'pe Olives 
Celery Hearts 


Salted Almonds 


TEDDY NOT ON BALLOT 
BUT RUNS STRONGLY 


HELENA, Mont., April 22. — Scat- 


tering returns today -from 20 of the 
41 counties In Montana show that 
President Wilson virtually had no 
opposition for the democratic nomi- 
nation 
in 
yesterday's presidential 


preferential primary election. 
He 


received 6,711 votes. 


United State* Senator A. B. Cum- 


min* of Iowa, received 3,5(8 votes 
tor the republican nomination for 
president. 
He was opposed by Ed- 


ward R. Woods of N»w Jtrwy, who 
received 31» vow*. 
Colonel Theo- 


dore Roosevelt, whose Mm* was not 
on the ballot, was voted »or by 1,3(91 


name being 
permitted 
under the 


law. 


Vice President Marshall had a big 


lead over Governor E. W. Majorm pi 
Missouri, for the democratic nomina- 
tion for vice president. 


The socialist and progressive vote 


was small. Presidential elector* an< 
delegates to 
the 
convention also 


were chosen. 


o 
, 
, 
------- 
, 


men and women, tttt writing la of * been piud !n full. 


SETTLED AND DISMISSED. 


The case of the Moore Brothers 


company against 
L. 
C. Binkley 


Walter JoMph. Sylvia Joseph anc 
D. S. Early, for money, waa today 
Settled and dismissed ll court, the 
claim of the : tore Brothers l.r.vlng 


shop for British," "Come in and de- 
mand for all the things which you 
want" "Football boots," are among 
some of the appeals to the soldiers. 


British transports have the right- 


of-way over all other ships in the 
harbor and at the 
docks, and the 


British prevail everywhere on sho-e. 
Some people at Havre have inquired 
whether the British occupation is fio- 
ng to last forever, an inquiry inspir- 
ed by the seemingly permanent char- 
acter of the installations for the dif- 
ferent services of the British.army 
and for the British troops. Most peo- 
ple at Havre will be glad it it does, 
because they are getting rich—all, 
excepting the fishermen. The her- 
ring catch has diminished 50 per 
cent, while all the other commerce 
of Havre has doubled. 


Havre is under naval instead of 


military rule, despite the occupation 
by the British army. 
Khaki is the 


prevailing color, but the French ad- 
miral, Biard, is the king of Havre, 
and Tommy Atkins must submit to 
his authority. He must quit the sa- 
loon at 9 o'clock, and must not be 
found in a restaurant after 10. Pa- 
trols look for him through all the 
narrow ways and by-ways and in the 
corners of the docks, and pick him 
up sharply 
If 
found »fter hours 


where he should not be. 


As to the civ'.llr-n, 
he looks in 


vain for any sort of consideration 
in Havre; those that live there con- 
tent themselves in taking British 
money in exchange for the 
rooms, best apartments and 
tables in the 
reataurante 


civilian from abroad gets in with 
so much difficulty, be feels as if 
he had broken in and almost in- 
sibly tries to sneak out; this too is 
difficult, for the man from Scot- 
land Yard considers every civilian 
guilty of spying until he has prov- 
en hU innocence; if he happens to 
speak English, 
the 
presumption 


against him >• «o much the stronger. 


Mr. 
and 
Mr§. Philip Crick, of 


Lima, were In Wapakoneta yesterday, 
called there to attend the funeral 
of Mm B. J- Parish, 
held at tha 


horns of Mr. and 
Mrs. WUliam J. 


Howell. 


PROTECT bCHOOIj CHILDREN 
Measles, scarlet fevr- and whoop- 


ing cough are 
prevalent 
among 


school children in many cities. 
A 


common cold never should be neg- 
lected as it weakens the system so 
that it is not in condition '•) .hr>w 
off more serious disease,1: 
Foley's 


Honey and Tar is pleasant to take, 
acts quickly, contains no opiate. H. 
F. Vortkamp. 
tu-thu-sat 
. - , — « » » 


Lucky Girl. 


"Young man," inquired her father 


sternly, "will you give her a home 
like the one she has been used to?" 
"No," replied the truthful suitor, "for 
there will be no grumpy father to 
come home and make everyone mis- 
erable by kicking over trifles and 
swearing at matters In general. There 
will be no mother to scold her from 
morning till- night for wasting time, 
merely because she wants to be neat. 
There will be no big brother to abuse 
her for not doing half of his work and 
no little brother to make enough noise 
to drive her crazy when her bead 
aches. There won't be any younger 
sister to insist on reading some trashy 
novel while she doea all the work. She 
will not have with me a home like she 
has been used to, not if I can help it!" 


Fillet of Sole, BlacVstone 


* 
Pommes J.ng Brrach 


CHOICE OF 


Braised Leg of Easter Lamb, Green Mint Sauce 


Siant New Asraragus 
Crabapple Jelly 


Roaat Young Ohio Turkey, Stuffed, Giblet Gravy 


Cranberry Tarts 
Peach Marvels 


Planked Fresh Hickory Roe Shad, Cumberland 


Iced Cm-umbers 
Sliced Tomatoes 


^Frozen Egg-Xog, Wine Wafers 


CHOICE OP TWO 


Potatoes au Gratin, Individual 
Candied Yam*. Georgia 


Norval Easter Egg Surprise 
Green Baby Lima Beans 


Tuna Fish Salad 


CHOICE OF 


Strawberry Short Cake with Whipped Cream 
| 
Cherry Pie or Peach Melba 


Graham's Special Ice Cream. Assorted Cako 


Imported Swiss or Elkhorn Tas'/ Cheese 


Toasted Saltlnes Bents Water Cra-!:ers Graham Wafers 


Individual Bottle HolsMin Milk 


Coffee 
Tea 
Buttermilk 


Mint Dates 


Sunday, April 23, 1916 


Kindly Phone Reservations Early 


best 
best 
The 


First 
Nationali 
Bank 


ELASTICITY IN SAVING 


C 


OME in and find out what we mean by elasticity in 


saving. A pleasure to show it to you. You will nave 


spent a profitable day, if you take a few minutes and 
look into this. 
I 
.Lima 
'Ohio 
«™«——— 
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HOllAND HB UP 


IITIONSOFIR 


FOOD STOCKS 


Buys Gn&* Supplies to 


Keep in Headings For 


Any Invader. 


to Hood Extend- 


ed Area to Depth of 
— - One Foot. 


ixnnxm. A*m «.—with its 


•my of 400.000 m«n. trained to a 
fine point since the great war be- 
gan. Its two defensive w*Wr lines 
and their fcarrler fortresses and the 
formidable coast 
guns. 
Holland's 


U 260.000 fcrava Inhabitant 
are 


ready to otter a desperate and effec- 


f tire Msistance to any enemy. 


Two things only Holland lacks— 


I ammunition and Jood. 


If cut off from the outside world 


tbe doughty little state would seem 
to suffer from lack of coal and Iron 
mines to supply the Industrial needs 
of war and from lack of the farm- 
lag land capable of (feeding all her 


* 
No wonder the months since Aug. 


1, 1914. have been worried ones for 
Queen Wilhelmlna and her advisers. 
With both England and 
Germany 


ready to buy almost anything 
of- 


fered at a high price, money has 
flowed Into the coffer* 
of 
many 


Dutchmen. The shipping companies 
have grown rich despite) the vessels 
lost.But to counterbalance this, a 
great portion of the male population 
has ibee» fcept under arms and so 
withdrawn from the fruitful labor, 
great tax levies have been necessi- 
;tated by the mobilization, and the 
constant fear of embroilment with 
one or both of the -warring alli- 
ances has caused sleepless nights and 
restless days. 


An attack on Holland from 
the 


sea Is almost Impossible. The coast 
for the moat part Is low and sandy 
•with a crest stretch 
of 
shallow 


weer (equivalent to tho Oersaan 
landwehr). 


For a long tine Holland resisted 


universal military service. She de- 
pended on professional or volunteer 
soldiers as more In accordance with 
her great democratic traditions. But 
several years before this war the Hol- 
landers came to a realization of the 
folly of trusting to a "eiticea army."! 
to be raised after war began. 
' 


Uilitary 
service 
now 
devolves 


equally on all 
citizens, 
although 


there are exemptions of certain sped* 
fied classes. About 50,000 men come 
of military age every year. Of these, 
about 2S.OOO are taken 
Into 
tbe 


army and COO into the navy. Sixty 
per cent of tbe young men escape 
military service. 


The present conscription law had 


been in force only eighteen months 
when tbe war began, and so tbe full 
effects of its provisions have not yet 
been realized. 


The period of training for most 


•ranches la axed at eight and one- 
half months. This Is a very abort 
term of Instruction, and there is the 
additional drawback that the ranks 
are much depleted the third year be- 
tween the departure of one class and 
the arrival of the new class. 


Since the war tegan, however, the 


army has been mobilized on a war 
footing, and the three classes of 
1913. 1914 and 191& are all with 
the colors. 


While tho Dutch army la general 


1} put at 400.000 men today, no one 
knows the exact figures except the 
higher officers of the Dutch genera! 
staff. The active or field army com 
prises 150.000 men. To this must 
be added the forces attached to the 
fortress 
artillery 
about 
25,00( 


strong, and the land weer. The lat 
ter consists of trained men. 


A Dutch citizen is enrolled with 


the regulars for eight years and af- 
ter that with the landweer for seven 
years. It Is 'believed the landweer 
now comprises about 80,000 men. 
There are also 6,000 military. 


THEATRES 


AT THE FAUBOT 


Sunday and Monday—Pauline Frederick In "Audrey"; Bray- 


Gilbert Silhouettes and Paramount Pictograpbs. 
Tuesday and Wednesday—Blanche Sweet la "The Sowers, • and 


Burton Holmes' "Old and New Manil-. 
Thursday and Prl^y-Hamllton ^Rev.H. and Barbara Tennaat 


pleasure of the theatre, and in the 
present inataaee all aorta of play- 
goer* will find that he ha> 
to their Ukiaf. 


It to doubtful IT any theatre 


town baa a more 
than the eosy Star. 


loyal 
Ita patroms 


1 "The Price f t M-llce"; Mr. 
"Hla Quiet Little Honeymoon." 


8*t<m:ay— Myrtle Stedrc-n in " 


Pietofr-pba. 


and Mrs. Sidney Drew In 


. 
Wild OUve," atd Paramcunt 


AT THE STAB 


Today—"H:s 
of Darkness." three-reel Rex drama with 


Ben Wilson and Clara Beyers, and the Animated Weekly. 
Bandar- -"Hla Otter Kalf," two-reel Gold Beal drama with Bay- 


moa-l Nye a^d Roberta Wllaon; "BUlla's War Bride*." Imp 
cemedy with William Gar wood; "Mia Wooden Leg." Nestor 
comedy with Billie JRbodes and Ray Gallagher. 


AT THE OBPHEUM 


Canday — Gi at William Fox feature picture, violet Homer la 


•*"h<> Marble Heart." 
vaudeville. 
; to: lay, Tuesday and Wedneaday — Opening of ti.e Chet Keyee 


and Playera in "What Happened to Mary." 
formance Monday night a' 8:15. 


Opening per- 


AT THE LYBIC 


alwaya be assured of pictures that 
are absolutely new. for the Mar 
shows the 
only gesraiae flratrraa 


pictures in Una. but of salendM. 
quality. 
Today popsJar Boa ^TO-I 


son is there la a new flirts real 
drama, "His World of 
which la fnll of good acting aa4 fee 
photography. Clara Beyers is aasa 
In the leading femioiae role. Thaj 
Animated Weekly, wtth pietsjna of, 
recent world events, to also oa the 
bill. 
] 


For Sunday the Star win bare a' 


fine new program, neely variat with 
comedy and drama. 
Raymoad Kye 


and Roberta Wilson, 
two BOW re- 


cruits to the Universal forces, 
wfll 


appear in 
a 
two-reel Gold 
Baal 


drama. "Bis Other Half;" popular 
William Garwood will be seea la an 
Imp comedy. "Billte's War Brides." 
and Billie Rhodes and Ray Galla- 


Gunday . d Monday—H. B. Warner and Dmthy Dalton In five- «»•'"«« chief tunmakers in a Nes- 


KU»I TtiM riram* "The Raldan " 
Alan Vavatona mmmlv tor COOiedy. "HIS WOOden LSC.** 
reel Ince drama. "The Raiders. 
"A Love Riot," in tw. reels. 


Thursday and Friday—Douglas Fairbanks 


Happineas." 


Alao Keystone comedy. 


In "The Habit of 


AT THE EMPIRE 


NOTICE.* 


My wife. Mary Queen Hover, hav- 


ing left my bed and board. I will not 
be responsible for any debts incurred 
by her after this date. 


W. H flOVER. 


4-20t3-eod 


\ 


•water which prevents large boats ap 
preaching nearer Chan half a dozen 
miles. The few ripenings at 
the 


ports tore protected -with cunningly 
planned forts where>«reat guns could 
pound a hostile sqoadron to pieces 
•without themselves tplnc lu serious 
danger. 


But tie unique Mature of Hoi- 


load's defense system U on the land 
IT attacked from the east, the Dutch 
-would almost immediately abandon 
tbe eastern half of thatr 
country. 


No larger dtlee stand hare and the 
land Is of little value compared with, 


vthe western half. 


Wilbelmlna's armies -would retire 


behind what is known af the New 
Holland water line. 
A Stretch of 


country starting from the 
south 


shore of the Znlder Zee and extend- 
ing south and then -west until It 
reaches the Holland Deep Just west 
of the mouth of the River _Meuse (or 
Haas) would be flooded to ft depth 
of one foot. 


On the west edge of this gigantic 


moat stands B line of strong fort- 
passes 
commanding; It. Tbe 
only 


ways across this moat are 
Voads, 


railway lines and river banks. These 
are higher than the sea level, while 
most of the land Is well below the 


'. eea, in some places as 
much 
as 


twenty feet. 
All these 
causewavs 


could be raked by a harrowing fire 
from the barrier forts. 


The Dutch could flood the Conn- 


try much deeper, tout they do not 
"wish to do so. A foot of water pre- 
vents navigation even In flat bottom 
boats, It also pre\ents wading for 
several reasons. The ground below 
the water becomes a soggy mass In 
which the feet sink and are held. 
The country Is cut up with many 
canals, ponds and other depressions 
into which soldiers oc an 
invading 


army would fall and perish. 


The Dutch hare plenty of men to 


defend this line — for an enemy could 
only use a few men against 
Even If the enemy, with incredible, 
labor could build enough 
passage- 


ways across the water line to storm 
the defenses in the rear, the Dutch 


i -would not have 
to 
yield. 
They 


i would theu retire to a second 
and 


sir eager water line, starting at the 
1 eame place as the first and making 


a great circle to the westward and 
northward to terminate on the Zuider 
Zee again. Amsterdam is about In 
the center of this water line. 


Dutch ammunition factories have 


been working night and day einoa 
the war 'began and quite a large 
store of shells has been piled ap, 
Large quantities have 
also been 


bought in Norway, Sweden and (he 
United States. 


The Holland war department has 


concentrated its supplies 
la 
ton? 


great centers, one for a northern 
army, one for a central army and 
another 
for 
a 
southern 
army. 


Trenches have been dug along ttie 
east frontier and hero the 
troops 


could stand off invaders 
a> little 


while, to give time for |hf 
first 


•«ater line to fill. 


A state of partial martial laiw IB 


already in force. 
Munition makers 


cannot leave the country. Commit- 
tees have been formed to provide 
work and assistance tor families of 
mobilized men. The use of wireless 
by Individuals and oo, private ships 


AN IDEAJL SPRING LAXATIVE 


A good and tlr-e tried re aedy is 
Dr. King's row Life Pills. The f jt 
dosn will move the sluggish bowels, 
stlnu'ate the liver 
and clear the 


system of waste and t'ood-tmpur- 
ittrs. Tou owe it to yourself to 
clear the system o" body poisons, 
accumulated during the winter. Dr. 
King'n New Life 
Pills twill do it. 


2Ec at your druggist. 
Says She's a Dictator. 


Today — Pearl White, Sheldon Lewis and Crelghton Hale in the 


third episode of "The Iron Claw." entitled, "Tbe Cognac 
<~ sk"; also Ham and Bud comedy and Vitagraph comedy. 


Sunday — Richard Buhler and Roaetta Brlce in tbe V. L. 8. E. 


feature, "The Gods of F'te," a five act drama. 
Also 


Hea: t-Vltagraph News. 
Monlay — Bryant Washburn, 
Elizabeth 
Burbridge 
and John 


Lorenz in the three act Essanay drama, "Tbe Spider's Web." 
A new Sis Hopkins comedy and a Vim comedy. 


Tuerf y — Pathe five act Gold Rooster play featuring Baby Marie 
" 
s i " 


FAUROTS PIOTCBJB. 


The opening of the post-Lenten 


season finds the Paurot fcanoueing 
some rare attractions for the com- 
ing week. 
Brilliant stars of atage 


and screen are to be aeen In produc- 
tions from famous literary works 


Osborne and Kenry King. 
Pathe News. 


Little Mary Sunshine." also 


. 
Wednesday — Leah Baird and Van Dtyke Brook in the three-act 


Vitagr^ph drama, "The Road of Many Turnings." 
Helen Gibson and a Kalem comedy. 


Also 


' 
Thursday—Marian Sals and Ollie Kirby in the "Social Pirates," 


and three-act Lubin drama, "Soldiers' Sons." 


Friday—Emma Dunn in great four-act drama, "Mother"; also 


a comedy. 
Saturday Pearl White, Crelghton Hale and Sheldon Lewis in 


the fourth episode of "The Iron Claw." 


'f \UROT—FIELD'S MUiSTKEAIjS. himself as a producer who maintains 


Here is our 
old 
friend Al G. the highest ideals 
of the theatre, 


iMeld in town again. " No season Is and at the same time believes that 
omplete without a visit from the the public knows a good play, the ap- 
dean o£ minstrelsy and his Incom- pearance of Mr. William Faversham 
>arable organization and a big crowd in a new production is always a mat- 
welcomed 
the big company 
when ter of first importance. 
For this 


hey paraded the streets this morn- reason the 
booking of Mr. Faver- 


ug 
Most of the spectators on the sham in his new piece, "The Hawk" 


(idewalks were in the audience when at the Opera Hou.se 
for one per- 


he curtain went up on the matinee formance only on^ Thursday night, 
his afternoon and from the audible May 4. will awaken lively anticipa- 
expresaions of satisfaction the show ,tion 
among "the plaj goers. 
Mr. 


s malting its usual big hit. 
|Faversham does 
no.t 
bring "The 


The curtain goes up on a busy]Hawk" to this 
c^ty as an cxperi- 


evee scene in New Orleans, showing ment, for its popularity earned the 
he loading of the famous Robert E. play a year's run In New York. 
It 


^ee on her voyage to St. Louis, is said that In his new character Mr. 
when she raced with the equally fa- Faversham has found a part worthy 
mous Natchez. The scene 
is very of his talents as ';i player of the 


realistic and characteristically south-j first rank and that 
never has he 


rn 
Then the scene shifts 
to the done better work in the course of 


rand cabin of tho Robert E Lee, his brilliant career. 
It is particu- 


lar here the entire company is : -,sem- j larly pleasant to find in Its support 
jlcd- and where 
the old-time first .the usual excellent organization for 


lart antics are engaged in. 
There j which his productions 
in the past 


no lack 
of good singing. John^avo been notable 
Mr. Faversham 


strives always to give the greatest 


and the added features are of both 
amusing and educational value. 


For Sunday and Mtnday the Fan- 


rot will have Pauline Frederick. | 
whose beauty and powerful emottoa-! 
at talents have made her the fore-j 
most dramatic actress on tbe screen' 
today. 
Mlse Frederick will appear 


in the 
v Famous Players-Paramount 


production of "Audrey," an adapta- 
tion of the celebrated novel by Mary 
Johnston. 
"Audrey" differs 
from, 


Miss Frederick's previous screen* 
impersonations In the great feeling' 
of sympathy which she arouses. It 
is a most lovable character frirt«ii'», 
of one of the sirenic sort In which 
she has so often appeared. There 


Miss M. Carey Thomas, President 


of Kyrn Mmvr. 


Right on the evo 
of commence- 


ment, when the sweet girl graduate- 
of Byrn Mawr will carry all before 


lealy in "Old Black Joe," Walter 
herwood in "I Love You Best of 


All," 
A. W. Church in "Dear Old 


)dd Loves You, Too," John Healy in 
'Oh, Isabella," Harry G. Shunk in 
'I 
Wasn't 
Scared, But I 
Just 


'bought I'd Leave," and, of course, 
ack Richards 
had 
to sing that 


mouinful ditty with the refrain: 


Will kings give a thought 


To the hearta-cres they've wrought 
To that little gray mother at home." 


No minstrel show can possibly be 


a success without that sort of sen- 
inientality. 
The 
one 
thing 
Mr. 


fields is to be commended for par- 
iuilarly is that no one was allowed 
o sing "1 Didn't Raise My Boy to 
Be a Soldier." 
For 
that artistic 


omission, many thanks, Al. 


There is a 
world of dancing 


throughout the 
show, an especial 


feature being the dancing of Dennie 
O'Xoil and Al Sexton, a team that 
displays a lot of cleverness. O'Neil's 
single specialties were particularly 
good and funny. 
Bert Swor stands 


out prominently for his wonderful 
{unmaking capabilitieb and in "The 
Hotel" he was a scream. "Merry Mo- 
ments in Music Land" was another 
delight that won 
enthusiastic ap 


plause. The big feature is the wind 
up, "Auntie Skinner's Chicken Din 
ner," a miniature farce that show; 
all of the principals at their best, 


The show throughout is full o 


will be two added features to this 
program: new Bray-Gilbert Silhou-t 
ettes, "Inbad tbe Sailor Gets Into 
Deep Water," and Paramount Ftcto- 
graphs, the "screen magazine," with 
its departments of Preparedness, the: 
Trickids, Psychology, famous Hands,' 
Fashions, Cartoons, etc. It is a bril- j 
liant program of delightful'Interest, j 


For the first time in several photo- 


dramas, Blanche Sweet will have an 
opportunity to display several of her 
beautiful gowns in the Lasky pro- 
duction of "The Sowers," in which 
she will be seen at the Faurot on 
Tuesday and Wednesday. This story 
of Russian political intrigue, found- 
ed on^ Henry Seton Merriman's novel 
of the same name, was adapted espe- 
cially for Miss Sweet by Marion Fair* 
fax. 
The popular star will appear 


as a member of the royal Russian 
household. She has a wonderful sup- 
porting company, with Theodore 
Roberts at Ms head in another mag- 
nificent character creation. Others 
in the cast 
are 
Thomas Meighan, 


Mabel Van Buren, H. B. Carpenter, 


laughter, 
hilarity 
and fun. Mr 


Bert Swor. popular comedian with Al. G. Fields' 
Fwnot to**!* 


Ernest Joy and other 
prominent 


members of the Lasky company. The 
feature will be augmented by new 
Burton Holmes Travel pictures, with 
"Old 
and New Manila" as the inter- 


esting and timely subject. 


The offering ,at the Faurot on 


Thursday and Friday will be the new 
Metro production, "The Price of Mal- 
ice," a stirring story of diplomatic 
adventure with the distinguished ro- 
mantic actor, Hamilton Revelle, in 
the leading role. Barbara Tennant, 
the charming and talented actress, 
is featured in Mr. Revelle's support, 
which also includes William David- 
son, 
Helen Dunbar, Frank Glendon 


and other well known players of the 
Metro organzation. On this bill Mr. 
and Mrs. Sidney Drew will present 
another of 
their 
delightful little 


comedies, "His Quiet Little Honey- 
moon'.' 
For. Saturday the Fanrot will have 


a return of one of the most charm- 
ing photoplajs that e\er graced the 
screen at 
that 
theater, in "Wild 


Olive," the Oliver Morosco produc- 
tion with 
Myrtle 
Stedman in the 


leading role 
This 
charming and 


beautiful actress is a prime favorite 
with 
patrons of the Faurot. Her 


every appearance on the screen la 
marked with such grace and sweet- 
ness that everybody delights In see- 
ing her in a role that gives her op- 
portunity for the display of her cap- 
tivating personality. 
New Para- 


mount pictures will alao be ahowa 
on this program. 


* * * 
-j - ' 


THE ORPRBUM 


Chet Keyes and players wfll In- 


augurate spring and summer season 
of stock, opening on Monday night 
April 24, in "What Happened 
to 


Mary." 


In selecting Chet Keyea 4ttd play- 


ers company, the management has 
filled a long felt want in theatrical 
circles here, for a family theatre 
for stock plays, where an evenings 
eatertainment may be secured for 
the whole family at normal prices. 
The play selected for the opening 
is fresh form the stage In New York 
city, and is the dramatization of the 
well known "What 
Happened 
to 


Mary" stories, which were so pop- 
ular in the Ladles World, and were 


Scene from "What Happened to Mary." tho Chet Keyee and Players' 


opening play, Monday night, April 84, 
Ornfoenm Theatre, 


her, 13 professors 
of the college ,Field nas far surpassed all his pre 


hare rebelled at what thoy call thch'0"8 efforts and has never had sc 
dictatorial methods of Miss M. Carey thoroughly good a minstrel show. H 
s entitled to great praise for having 
rought this class of entertainment 
p to so high a pitch of artistic skill, 
'ouight the S. R. sign should be in 
vidence, and probably will. 


Thomas, president 
This, 0110 of the 


most famous of American women's 
colleges, has been torn apart, and in- 
vestigations are to be held. 


Miss Coultry, 
from 
the Harper 


School of 
Shampooing 
and Scalp 


Treatment, of Rochester, N. Y., will 
re-open the office 
at 
411 Savings 


Bldg., successor to Miss L. M. Davis. 


4-2ut3 


has been forbidden. 


Undoubtedly the 
thorough pre- 


parations of the Dutch are the only 
thing which has kept them from fall- 
ing -into the war oftldrott long ago. 


The young men^-do* to .ioln the 


colors for aiiHUr^aanlfe this fall 
have already »eo»<called 
out 
»nd 


the»e are rettioree*i»y the land- 


NEWSJPAPERflR CHIVE®—.- 


"Teuch Wo»d." 


The old custom or superstition of 


"touching wood" to avert calamity is 
probably a relic of an old Danish cus- 
tom that used to be performed la the 
Morley district, and probably at tbe 
Old Oak at Headlnjley for the Sky- 
rack (I. *.. sklre oak) Wapentake, saya 
London Tit-Bits. The torsi "Wapen- 
take" is derived from the eld Danish 
custom of the men of a district, at 
the meeting at which they elected 
their leader, touching his weapons in 
token of fealty. The annual muster, 
or "Wapenshaw," took place immedl' 
stely after the "Wapentake," so that 
the king's reeve could inspect the men 
and their arms. The custom of touch 
Ing the wooden shaft of the leader's 
spear doubtless took place at this ai 
awl inspection. 
The ceremony of 


"taking the salute" at a modern re- 
view U most likely a survival of this 
ancient Danish custom. 


A want ad In 
tho Times 
gets 


remits. 


FAVERSHAM 
COMING. 


Because he has firmly established 


from "Oods «• Falfs" V. I*. S. 


K. f«*tore at Umpire tomorrow. 


"BIRTH OF A NATION" 


will appear at 


THE ROYAL TOMORROW 


In the flT»vel Cosmo feature 


"TBE BIRTB OF A MAN" 


'JL80 LATEST WEEK'S EVENTS IN MOVIES 


and » Beauty cosaedy 


Sc—AT DREAMLAND— 5c 


"THE 
WAR EXTRA" 


8tn»wfc\; Actual Tattle Scenes at Monilova Between 


Mexican Regular* and Bandits 


BANDITS ATTACK AMERICAN! 


EESCUE BY TEXAS BANGERS! 


MEXICANS REPELLED BY U. S. TROOPS 


Sc 
TOMORROW AT THE STRAND Sc 


First ROB Mntaal Feature 


KD OO.":KI» AI.'D WINNIE 
-EEJJWOOD 


la 


"BONDS OF DECEPTION1 


Atao * Falstaff O> -inly 


"THK "noFRSSOU'S PKCUMAU PRKDICAMRNT* 


B u a u a u a u • u 
RIO 


Where the Headliners Are 
, 


SUNDAY AND MONDAY: 
i 
TRIANGLE PRESENTS 
< 


H. B. WARNER! 
'And an AH Star Cast Including Dorothy Dalton, inc 
;'The Raidersl 


. five-reel Ince Drama that is all action and Interest" 
The mirthful part is taken care of by our KEY- 


STONE friends in general, headed by 
Chas. [Hoganl Murry 
!'A love Riotf 


In 2 acts 


even reels- long out of the ordinary reels 


LDREN, 6c. 
ADULTS, 10c.« 


Coming Thursday and Friday, another big 


one—Douglas Fairbanks, in "The Habit of 
Happiness." 


••••MM 
. 


COME EARLY AND TRY TO CST IN 


:WSPAPLRI 


THI TIMFJ-DEMOCBAT, LIMA, OHIO. SATURDAY EVEN I NT.. APRIL 22. 1916. 
MINI 


later turned into noviog, and then 
dramatized. 
It is an old fashioned! 


loie §tor>- written 
by Owen Davis 


with a aoKderfnl heart interest. The 
Chet Ke>es and 
ylayers company 


««n be «si>ecially suited to ;he pro- 
duction 
of this high ropahy piay, 


and perfect secuie mi enure will be 
given. 


In toming to tLis city. Chet Keys 


and player^ company have but one 
intention, that is to give the Lima 
amusement lovers 
the 
best block 


plays that talent and money caij 
produce. This 
company has had 


many long and successful rung, hav- 
ing stayed eighty 
gome 
week* m 


Wichita. Kauas: 
tinny-two weeks 


et the Jeffers»on theatre, Dallas Tex- 
as, and just finished a twenty week* 
engagement at the Orpheum theatre, 
Zanesrille, Ohio. The company is 
Leaded iy Chet Keyes. the 
well 


known, 
happy-go-lucky 
comedian, 


and the famous Keyes Sisters. Dot 
and Helen. 
William KL Hack will 


play the leading male roles, and the 
sisters wlH alternate leads in the op- 
posite roles. The policy of this, com- 
pany will be to produce two com- 
plete Broadway successes each week 
changing the hill every Monday and 
Thursday. 


For those who enjoy a play out 
the ordinary, we suggest that you 


Vio!et Homer Ui 
«rtat 


He -V 
^- 


l''ox feature pi-ture, 


tMsonow—Also VaudevUl 


Marble 


t!i a \olle> from tbe gum> of I". S. .Illustrated by photograph*, printed) "Curia* 
„••_ by 
week in EVERY WEEK. 
WEEK- 


TOMORROW. 
i u H h a \olle> from tbe gum> of I". S. .Illustrated by photograph*, printed! "Curia* 
Sickness 
with 


At tae Stra&d hMiuvrc*. i* the regular UOOKS. *ho had decided toj? u T^ Intaglio-Gravure la EVERY .tacles"—by Dr. Edwin V. Bower* 
War Extra." a feature production |t,!oj> the liaiulit), ou tht tur<Kr This 


is a uiolion p.cturt" of a-lu«! tight- 


and the Dreamland i>> 
Isttxi on Having a pio- 


»uth timeliness 


if soeara of actual lighting on :Ue 


border 
*» 
»vli a.-, \\uliiulins in 


juelf. 
Many 
w,u wonder|lo De 


feow these movies were lakeu. but lupe V 
the explanation >8 gn*ii wheu out* 
gee* the production. 
Ibis I'K-iuru is> 


tuade up into a story sad \v .tb A love 
rouaaucu attached, 
i» cumpcd the 


reatest and 
must 
Umvi> "nlui >et 


produced. Thl* is the -n.ry 
of a 


reporter who j;oes to the 


to &ecura n*»b .-.t, 10 the out- 


come urthe U*»c.u «,lia,,on 
on the way froia Ko> \\ t -.: to 
Pa»«, Texas. »ia boat ai»: land, tu«> 


»'ATTK!J?»0\ <t»\OKKT 


AT MEMORIAL HAl.L | 


T'u M-at feuk for th«» ticauor I'al- 


i sou Ci'mvn tompanv started off 
with a rush jeaUjdjN morning, anil , (M'T THIS 
U loi'U now a* though the enure'Ol'T KOK 


FAUROT 
OPERA HOUSE 


TOPPING THE TOWN FOR 


QUALITY 


news from the front 
to the *:ene of th« 
Monclota between Uu- 


Mi.-a Patterson 
Auu-ruaV j:reat-' 


j ebt <ontral<i>, is. a former Ada girl] 
i and 
18 AtMl knouF to th«3 musicians t 


Ki,-d Lurries of Lima 
and 
surrounding IOXMIS j. 


Federal* and , <* 


bandits, secures a motion picture o; 
tills great battle, as »eH as &aves the 
life of 
Mexican More-keeper's 


a won- 
» 


and a v.rnd» ful voice. tyoUR 


«* f('el lu h' r *«"•"'"« ' 
_._.- 
feet an dis a binsc-r of \\onJerful jOAUh-NDAR 
personality. 
FOR A 
daughter. thereby Incurring the en-| 
Miss Caroline i<oue. red .icooni- , 


mtty of the bandits. Tht bandits. ! pamst is a Cl«>\.-'ai._ lady, and *«; \VEKK OF 
through ibe helj> of otner revolting die nrbt person to give a concert on 
Mexican troops now att.uk the bh<iek ' the Kreat 
air mpe organ at the 


in \\nica Fred is coniimu. 
while' wo: Id t f.ur. whc-ie Miss Patterson 


MOTION 


PICTl'RE 


PROGRAMS 
Fred and his followers are defend- sang for 
tux 
n'ontha. 
Mis-s KKa 


ing the shack. ^Dolari"-. the Mexican Hocm, a noted harpist, who lias 
girl, rushes to the bonier to secure' toure-' KurOi>i> and Arrerlca, will lie .THAT 


SUNDAY AND MONDAY 


DANIEL FROHMAN PRESENTS 


PAULINE FREDERICK 


IX A VIVID PICTORIZATION OP THE 


FAMOUS NOVEL AND PLAY 
"AUDREY" 


BY MARY JOHXSTON 


With New Bray-Cilbert Silhouette Fantasy 


•IXBAD THE SAILOR GETS INTO DEEP WATER* 


and new 


PARAMOUNT PICTOGRAPHS 


The Screen Magazine That is the Delight of All 


v.-ltness Chet Keyes and Players pro- armor plate shields, similar to those! AT THE ROYAL TOMORROW. 
auction of "What 
Happened 
to 
, ... ... „ ,, „„„ 
«n,«_i 
u__«. ,,,.i,l,,.ii _».^ .,--.^ ... 
Happened 


Mary." This play is described as an 
old fashioned love story and is class-, 
ed with such successes as "The OM 
Homestead." "W»y Down Ea«t" and 
"Snore- Acres." Man' lives in an 
o\ster shipping village 
on 
Chesa- 


peake Bay with a miserly uncle and 
& soporific aunt,- His friend is Cap- 
tain Jogifer, a trusty old sea dog 
who gave her the rudiments of an 
education. City people visit the is- 
land. Henry Craig, an unprincipled 
youth, engaged in sowing his wild 
oats, his aunt, Mrs. V.'inthrop and 
his father bc-ing made miserable by 
her uncle -who tries to force her to 
marry Tuck Wlntergreen, a Bsher- 
man. 
Mary rebels and escapes 
to 


New York with 
Captain 
Jogifer's 


help. Jlenry 
Craig 
had 
secretly 


given her a card, urging her to meet 
him at Mrs. Glbbs* Boarding boose 
in the tenderloin of New York. Af- 
ter a few hours at this'house, Henry's 
villlany" Is disclosed. 
Mary unob- 


served watches the scene between the 
young man and girl, Anna Welsh, to 


U. S, artillery. 
When' Henry Walihall, who created 


everything was ready, the cameras a furore In his part of the hero In 
commenced to'click, 
obc thousand,"The Birth of a Nation," which was 


spectators held their breath, the two barred in the state of Ohio, will ap- 
trains gaining 'a'greater speed every pear at the Royal tomorrow and at 
minute rushed towards each, other (Dreamland Monday in the most not- 
With a roar* that could be heard able of his screen 
successes "The 


miles, they mot, and when the steam Birth of a Man," a five-reel plioto- 
from the explosion rolled away. th<?'drama. Here's the story: 
freieht tram "was" completely 
de-1 "W you lived in a mansion, had a 


the 
passenger nouse ful1 °* servants, played golf. 
Bf ly' feet poker- drank high balls 


the help of the Americans 
There 


jshe is joined by a 
body ot Teias 


rangers and they galioji to the ret-' booked at Memorial linll for soniL- 


Fred and his friends. 
They unn. 


Included in tho trio of antsts which | 


one of the Mrongebt n\imbers 
CANNOT 


rsrss 
away, the cowhe. were- squeezed to- enough money to buy any thing your 
gether like. a closed accordion, their lieart desired, 
then suddenly you 


frames completely telescoping one ,fwoke °«e morning to find yourself 
another and resting in 'the ruined t» n», penniless 
and without a 


Also in the picture le a flrel'^end in the whole wide world- 
engine. 
» 
scene, "which was intended to he -what would you do? 
small affair, but which -gained such I "Would you consider that, under 
headway that-it- required two- hours U»*«e circumstances, you were a very 
work, on the part of six engine com- luckless and unfortunate individual? 
panies to put A under Control. Thej 
"Albert Vaughn, millionaire club- 


two scenes, the-rallroad wreck andjman lost, overnight, 
every earthly 


the fire scenes are without a doubt 'possession, loved ones, money, power 


arrive In the nick of time, and in a j 
fierce battle, they succeed in rescu- 
ing the Americans. 
However, thtj 


are compelled to retreat because of 
superior numbers auu just di> the 
cowboys are racing ai rois the 


I EXCEU.ED 


WHAT WAR MEANS TO THKM. 


lutereetiug sidelights on how the 


Queen Mary, Richard • ANY 


Mrs 
Astor, Ame! 1-' 


war afferts 
Harding 
can 
debutantes 
and ImliieB, 
the THEATRE 


der, the pursuing Me\uanb are me; Crown Vrince and Sylvia Pankhurst. 


FAUROISSTHU'DAY.MAYHp 
1 
>1\!1, ORDERS XOW 


1UCKS, oOc to S2.00 


MR. 
WILLIAM 
IK THK GREAT C«THIT' 
DRAMATIC HIT 1 IIErf 


F A V E R S H A M 


YORK 


I+E3+I 
i+ca+i 
j+d+r 


I CONCERT 
CONCERT 


the most thrilling 
and 


scenes ever produced. 
i 
expensive 'and what was most \aluable of all 


v,- 
*. A «.M t«« mQn , ott»n =^^"^» •"« ,,, „—«.-. 
.things, bis self respect; but in losing 
whom he had paid too many atten- 
. . . 
all> and being compejjed to face u,e 


tlons- 
FIRST RUN PICTURES At 
'and flglst it, he gained the birth of 


John Willis, though a 
woman j 
STK%sj) THEATRE TOMORROW character." 


hater, knowing of the injury done) 
At the gtrand tomorrow will bej The above is shown at the Royal 


by Henry Craig to Anna Welsh. v»stts!Bhown 
flrst run Matuai movies, to- tomorrow in addition 
to a corking 


Mrs. Gibbs' house, with the firm de-iclud,ng a three-reel 
American as good comedy as well as the latest 
termination of forcing Crafg to right 
ag 
Faistafl cOmedy- 
Winifred events of tbe week in movies. 
the wrong done. Anna. 
He meets Greenwood and Ed Coxen play the! 


Mary, and learning she is ignorant ,leads Jn thjg Bplendid three-reeler' 
of her surroundings, and 
lack 
of 


knowledge of city life, suggests that 
she remove to more respectable quar- 
ters, and offers her a position as 


MIAMI GLEE CLUB 


CENTRAL CHURCH OF CHRIST 


SATURDAY EVENING, APRIL 22 


3 O'CLOCK 


^TJSPICKS GIUI.h' SOCIA1., SER\ 1C 
^Ll'lJ 


ADMISSION, S5c 


I+n+C======l+CI+I 


5 


.and this is another 


Will 


•wife and child 
later learns 


and 


ot the 


Baring, the 


, deserts his 
the old roan 


Willis, and believing Henry Craig to 
T)o^-inf4ove with 
dishonor her. Her plans 
however 


fail, through the interference of John 
Willis, but not before Mary's name 
IT ad been cloudqd. Disheartened and 
discouraged, Mary returns to 
her 


home on Mose's Island on 
Chesa- 


peake Ba>, where she 
is" quickly 


to her into his home and Induces Glf- 


ford, a newspaper editor, 'to print a 
notice to the effect that the son had 


aw any more humiliation, he takes 


followed. 
However, j 


learned she was the ; 


followed by John Willis, won estab- 
lished her innocence. While making 
his investigations, he makes the great 
discovery that all women are 
not 


alike, and much to his surprise finds 
himself in love with Mary. 


The characters in "What Happen- 


ed to Mary" are all human, Us heart 
interest genuine, and its healthiness 
of motive is 
untainted. 
Nothing 


more is needed to establish it flrm«y 
as a worthy contribution to 
the 


stage 


There will onlj be one matinee of 


this play, that being Tuesday 
To- 


morrow 
(Sunday) 
afternoon 
and 


night, the great William Fox fea- 
tine picture, Violet Homer in 'The 
Marble Heart" also vaudeville. \ 
• * * 


EMPIRE 
TOMORROW. 


The most expensive single scene 


e\er photographed for use in a mo- 
tion picture, is the big 
roadroad 


\\reck in the V. L. S E. 
feature 


' The Gods of Fate", which will be 
hhown at the Empire tomorrow. Tn 
this scene two trains, a passenger 
and a freight, meet in a head on 
collision traveling at the rate of forty 
miles an hour. To make the picture 
\vhich cost twenty-five thousand dol- 
lars, fifteen camera men were em- 
ployed, at the moment of the actual 
crash were within twelve feet of the 
speeding trains. 
To protect 
them- 


selves from clondR of 
steam 
find 


flying wreckage, they -worked behind 


been killed 
in a railroad 
wreck. 


Some time later, the editor met the 
wife at a summer resort and a love , 
affair 
soon 


when Gilford 
daughter of the Major Baring whom,1 
he had favored in printing a story of 
tbe son's death, he could not pro-| 
pose to her. However, the Major j 
again comes to the front and advises 
Clifford that his son 
had died in 


prison. 
The manner in which this 


affair was straightened out to the ' 
satisfaction of all is best told by the 
movies. 
Another Falstaff 
comedy 


ELEANOR PATTERSON 


7 


America's Greatest Contralto 


assisted by 


Miss Caroline Lowe, pianist 


an 


furnish the fun and is entitled 


Ths Professor's 
Peculiar Precau- 


tions. 


FAUROTK TODAY 


MATINEE AN DNIGHT 
AI. G. Fields 


GREATER 


MINSfRELS 


with 


Bori Swor 


And Sixty-Five Others 


WM. WAITERS'* GOLD BAND 


MATIXEE—25c and 50c 


NIGHT -25c. JSOc, 75c, $1.00 


3EAT8 FRIDAY 
OROERS NOW 


CITY. 


OP 


1K5XITY 


AND 


\RTISTRT, 


\VTTH THE 


GREATEST 


START 


OF 


STAGE 


AND 


SCREEN. 


ADDED 
FEATURE? 


OP 


RARE 
INTEREST 


' VD ALL 


CLEAN 


AND 


WHOLE- 


SOME. 


• 
BEST 
Mi/sir 


IN TOWN. 


TUESDAY AXD WEDNESDAY 


.JESSE L. LASKY PRESENTS 


"BLANCHE SWEET 


In An Elaborate Picturization of the "amous Novel 


"THE SOWERS" 
v 


BY HENRY SETON MERRIMAN 


Produced by Arrangement Wi*h Harper & Bros. 


The Cast Includes 


THEODORE ROBERTS and THOMAS MEIGHAN 


\Vitb New Burton Holmes Travel Pictures 
"OLD AND NEW MANILA" 


THUBSDAY AND FRIDAY 


METRO PICTURES CORPORATION PRESENTS 


THE DISTINGUISHED ROMANTIC ACTOR 


HAMILTON REVELLE 


SUPPORTED BY 


BARBARA TENNANT 


And a Superb Cast, in a New Metro Wonder Play 


"THE PRICE OF MALICE" 


WITH A NEW COMEIDY 


"THEIR QUIET HONEYMOON." featuring 
MR. AND MRS. SIDNEY DREW 


A 


Next Saturday—One Day Only 


RETURN OF* THE BEAUTIFUL SCREEN STAR 


MYRTLE STEDMAN 


In Her Greatest and Most Charming Picture 
"WILD OLIVE" 
WITH NEW PARAMOUNT PICTOGRAPHS 


Miss Elsa 


Hoertz 


Eleanor Patterson 


MEMORIAL HALL 


TUESDAY NIGHT, APRIL 25th 


50c, 75c and 


$1.00 


Seat Sale Now- On at Barman's Store 


STMITS DAILY AT I P. M. 


Last Evening P "formance, 9 P. M. 
AFTERNOON PRICES, Tr and lOc 


NIGHT PRICE lOc 


Children Under 3 Years Admitted to 


Afternoon Pe.-forniances Only 


*Xf/ 
ORPH 


v 


«.*.«# $ ". 
t. 


THREE DAYS ONLY 


Starting Monday Night, April 24, at 8:15 


The Popular Favorites ' 


Players 


Offering For the First Time in Lima at 


Popular Prices 
tlWHAJ 
HAPPENED 


TO MARRY" 


By Owen Davis 


Suggested by Mary Holmes' Short Stories, in 


The Ladies World 
> ft 


TOMORROW 


(SUNDAY) 


A William J''ov Feature 


i'lottm- 


MISS A IOLKT HOKNKK, in 
"THE 


S 
TJ 


A 


1 


TAR 
5c 


n^TR* 
-" 


TODAY 


"HIS WORLD OF DARKNESS" 


THREE-REEL REX DRAMA, WITH 


Ben Wilson and Clara Beyers 


THE ANIMATED WEEKLY 


Stirring World Events Caught by the Camera 


ALWAYS NEW— ALWAYS GOOD 


SUNDAY 


"HIS OTHER HALF" 


Two-Reel Gold Seal Drama, with 


RAYMOND NYK and ROBERTA WILSON" 


"BILLIE'S ^AIRBRIDES" 


Imp Comedy, with 


WILLIAM OAR WOOD 


" HIS WOODEN LEG" 


Nestor Comedy, with 


BILL1K RHODES and RAY GALLAGHER 


• 


IAVAYS 
Be 
W^ 
"HKIOHTEHT SPOT IJf LIMA" 


HEART" 
A Pliotopl.iy of Loie am! In- 
triune \\illi u 1'oucrful Moral 
I Vaudeville 


F.s|>eciaHy Hooked For (lit* 


One Day Only 


Sunday Afternoon n< 2::iO 


»» NlRhl from 7 


Chft Keyes and the 
f^ 
tf 
,. •- Famous Keyw Sicten 


ONK I'RRKOKMANCK KACII XKJHT AT 8:1 


MATINKKS. Tl'KHUAY, THfRHDAY AXII HATUHIIA.Y AT 8:JM> 
RKMKHVUD SKAT S.U,K OPKMN MOMHV, ii'itii. 34 AT 10 A. M 


EMPIRE 
*^ 
*•* 
TOMORROW 


I'llESKNTS 


I lie most «cn-<«l ioiKil <'-t»m« ever 


"THE 
GODS OF FATE" 


a V. L. S. E. five-act Feature 


The "•'• • c»» . ire Wwtue "very Photographed 


Wrcrfc Mor« ThrllUnK T1 «n t«H> "JUGGERNAUT" 


— also— 


HEARST VITAORAPH WEEKLY 


ADMISSION 
5 AND 10 CENTS 


t tt* 


is, w 


T, 
*• 


I 


(THE TDfl&DEUOCiaT. LIM£ OHIO. SATTKDAY KVENTCCf. rAPRYL 22.1916. 


By George- McManus 
<;oj>ylfbt««. 191«. international Mews Service > 
BRINGING UP FATHER 


loom 
KHOW- 


DEAR-WHtRt 
WOULD \OOLttJE 
TOHWKS THE 


BARON? 


HAOAM-MEKEtt 
'—v 
HAND50MC.- 


BTY 
] 


TO POT IT UP! 


THANK TO 
40 MUCH! 


Cleveland Held 


to One Hit By 


Pitcher Groom 


STANDING 


BT. LOOTS, Mo.. April 22.—Groom 


held Cleveland to one hit while his 
team matea were pounding the op- 
position pitchers tor 13 hits and St. 
Louie won the opening game ot the 
American League Mason here yester- 
day 11 to 1. Groom held the visitors 
helpless nntll the ninth, when with 
one out, Smith doubled against the 
rightfleld fence, 
scoring 
Speaker 


Score: 


Cleveland 
AB H BHPO A E 


Granejr, If 
4 
0 
0 0 


Chapman, n M. 3 0 0 l 
Speaker, c t 
1 1 0 2 


Smith, rf . 
4 0 1 3 


Gandil, lb 
4 
u 
0 D 


Turner. 2 b 
4 
0 
0 
0 


Evans, 3 b . 
3 
0 
0 
2 


O'Neill, C . 
3 
0 
0 
7 


Mitchell, p 
0 
0 
0 
0 


Howard, x 
0 
0 
0 
0 


Coveleskie, p 
0 
0 
0 
0 


Roth, xx 
1 
0 
*> 
0 


Hagerman, p .. 0 0 0 0 


Dumont. Barber. 
Home run Ron-1Washington 


deau. 
Stolen bases Magee, 
Baker, (leveland . 


Peckinpaugh. Foster, Milan, Gedeon. Philadelphia 
Earned runs New York 4, Washmg- 


2 
0 
0 
0 


Totals 
27 1 1 24 15 


St Louis 
AB R BH PO A 


-hotten. If 
2 
3 
0 
2 
0 


2 
0 
rf 
4 
2 


bisler, lb 
5 1 


Marsans, cf • • • 4 
1 


Pratt, 2b 
5 1 


Deal, 3b 
r. 
3 


Haitlev, c .... .". 0 
1,avan, ES 
4 
0 


Groom, p 
4 ' 0 


3 14 
1 7 
2 
2 


Totals 
38 11 13 27 
9 ] 


x batted for Mitchell in sixth. 
xx batted for Coveleskie in eighth 


Cle\eland 
0 0 0 0 0 0 0 0 1— I 


at. Louis 
4 0 0 1 1 0 1 4 x—11 


Two base hits Deal, Smith, Lavan 


Home 
run 
Pratt. 
Stolen 
bases 


Speaker 2, Smith, 
Shottcm, 
Pratt 


Sacrifice hit Chapman 
Double plaj 


Pratt to Lavan to Sisler. 
Left on 


bases Cleveland 6, St Louis 8. First 
base on errors St. Loulb 1 
Basel 


on balls Mitchell 4, Haperman 
1 


Groom 5 
Hits and earned 
runs 


Mitchell 7 hits 4 runs In 5 innings 
Hagerman 3 arid 4 in 1 
Struck oui 


by Mitchell 4, Coveleskie 1, Haner 
man 1. Wild pitches Mitchell 2 Um 
pires O'Loughlm 
and 
Htlclebraml 


Time 2 hours 


WASHINGTON. April 
22 —Now 


York beat Washington \esterday 
to 8 in a came halted by rain at 
the end of the seventh inninK 
In 


the seventh, with the score tied hlis 
(by Maisel and Magee, an infield out 
and Gedeon'a single through Fostei 
Bent two runs over, 
winning 
the 


game for New York. 
Score 


E 


New York . . 1 0 0 2 0 0 2 - 
Wathlngton . 0 0 0 3 0 0 0 - 


Caldwell and Alexander, 


Gallia and Henry. 


Three base hits, Henry 


R H 
~5 11 1 
- 3 5 3 
Dumont 


Clubs 


Boston . 
New York 
St. Louis 


American League. 


Plyd W. L. 


9 
C 
3 


6 
4 
2 


Detroit 


Gedeon, Chlcmso 


. 9 
.10 
. 8 
. 7 
. 7 


on 2. Bases on balls off Dumont 1 
laldwell 1, Gallia 1. Hits off Du- 
mont 8 in 5 innings, Gallia 3 in 2 


Clubs 


National League. 


Plyd. W 


Philadelphia 


innings 
Struck out by Dumont 3, Cincinnati 


Caldwell 6, Gallia 2 
Umpii os Boston . . 


Owens and Connollv. Time 1 40. 
,St. Louia . 
Pittsburgh 
Chicago . 
Brookljn . 
New lork 


PHILADELPHIA, P», April 22.— 


Philadelphia gave a splendid exhi 
billon in all departments yesterday 
and defeated Boston 3 to 1, it being 
the first victory of the home team 
;his season 
Myers held Boston to 


4 hits, while the home team knock- Toledo 
. . 


ed Pennock on* the rubber in 
live St Paul • « 


inning.. 
Score. 
Louisville . 


R H E Columbus . . 


Boston . 0 0 0 0 0 0 0 0 1—1 4 0 Kansas Citj 
Phlla. . . . 0 1 0 0 1 0 1 0 x—3 12 0 ludianapolio 


Pennock. Jones 
and 
Agnew; Minneapolis 


Thomas, Myers and Meyer. 
Milwaukee 


Two base hits Myers and Strunk 


American Association 


Clubs 
W. L. 


2 1 
2 
1 


2 1 


(2). 
Stolen base Pick. 
Base on 


balls Myers 3. Hits and earned runs 
off Pennock 9 hits 2 runs in 5 inn- 
ings, off Jones 3 and 1 in 3 Innings 
off Myers 4 hits 1 run In 9 innings 
Struck out by Pennock 2. Jones i. 
Myers 2. 


Umpires Deneen and Xall 
Time 


1 40. 


DETROIT. April 22 —Minus 
the 


services of Crawford and Cobb. both 
of whom were too sick to play >es 
terda>, Detroit drfeated Chicago 3 tc 


Jackson misjudged Vitt s short 


flj in the seventh Inning, but after 
a desperate run, reached It, caught 
it, fell headlong, rolled over and 
then dropped the ball 
Shis mishap 


allowed Stanage to scoie from third 
TV 1th the \\ Inning run 
Score 


R 


Chicago 
0 0 0 2 0 0 0 0 0—2 


Detroit 
0 0 0 0 0 2 1 0 x—3 


Danforth, 
Scott, 
Russ«ll 


Schalk, Dauss and Stanag? 


Two boe 
hits 
Dauss, 
Muiplu 


Home inn Fournicr 
Stolen babes 


\Vca\M, Murphv 
Base on balls off 


Panes 4, Danforth 1 
Hits 
and 


enined runs off 
Danforth 
7 hit1? 
1, 


run In 6^ innings, oft Scott 1 hit 
I run in 
Vs innings, off Rnsbell no 


hit no run in 1 innings, oft UaiiaS 
5 hits 2 runs in 0 inningB 
Sti UCK 


out b\ Dauss 7. Danforth 4 Russell 
1 
Umpires Chill and E\an» Tiuu 


J hums 


II 
E 


*) 
1 


8 
1 


and 


Pet. 
667 
.6b7 
.625 
.536 
.5UO 
500 
286 


Pet 
.857 
.625 
.500 
.500 
.444 
.429 
.400 
.167 


Pet. 
.667 
.667 
.667 
500 
.500 
.J33 
.,533 


adelphia champions 
defeated New 


York again here yesterdaj, the score 
being 6 to 2. The visitors won in 
he eighth, when with the score a 
,ie, three runs were made on errors 
)y Doyle and Fletcher and on hits 
by Paskert and Cravath 
Score. 


YESTERDAY'S RESULTS. 


American Lengue. 


St. Louis 11, Cleveland 1. 
Detroit 3; Chicago 2. 
New York 5, Washington 3 (7 in) 
Philadelphia 3, Boston 1. 


National League. 


Brooklyn 10; Boston 3 
Philadelphia 6,* New York 2. 
Pittsburgh s, St. Louis 0. 
Cincinnati-Chicago (ram) 


American Association 


Milwaukee 7, Toledo 5 
Kansas City 10, Columbus 2. 
Louisville 9, Minneapolis 7. 
St. Paul-Minneapolis (ram). 


Pittsburg Wins 
With Harmon In 
Pitching Form 


NEW YORK, April 22 —The Phil- off Steele 2 hits and 3 runs in 1 inn. 


ing, none out in second, off Hall 6 
hits and 1 runs In 6 innings, off Wil- 
liams 3 hits and 3 runs in 1 inning. 
Struck out by Hall 1, by Harmon 8. 
Umpires, Byrcu and Quigley. Time, 
1-46. 


•hila 
. 0 0 0 1 0 0 1 3 1—6 10 0 i 
BOSTON", Mass , April 22.—Brook- 


New York . . 0 0 0 2 0 0 0 0 0—2 
a 3 l>n defeated Boston 10 to 3 in a mis- 


Batteries Demaree and E Burns, 


Anderson and Rariden 


Two base hits. Merkle, Paskert, E 


Burns. Stolen bases, lloush and Cra- 
vath 
Bases on balis, off Anderson 


1, off Demoree 6. 
Earned runs, off 


Demaree 2, off Anderson 3 
Struck 


out, by Anderson 6, b\ Demaree 2. 
bmpires, Klem and Emslie 


erably p!ajed game jesterday after- 


Players Batting 
Averages During 


First Week Play 


CHICAGO. April 22.—The 
usual 


early season high batting averages 
prevailed in the first week of the 
major league season, according 
to 


figures published aeie today, and in- 
cluding games laSt Wednesday. Jan- 
vrin of the Boston Ami i leans tops 
all batters with the startling per 
centage of .800. In the Natuma', 
League George Burns, New York, 
Mojlviitz, Cincinnati and Butler, St 
Louis, have averages of .500. 


Hal Chase ranks fourth in the Na 


tional League with a percentage ot, 
.455, is tied with Carey of Pitts- 
burgh for the lead in stolen bases 
with four, and with Saier, Chicago 
and Merkle, New York, for the lead 


noon. Errors bv the locals and good u home runs with one. Following 


man, Detroit, .346; Jackson. Chi- 
cago, .333; Burns, Detroit, 333. 


Felsch, Chicago, Sister, St. Louis. 


Shotten, Boston and Milan. Washing- 
ton, lead in home runs with one each 
Tooin, St. Louis; Gardner, Boston 
and Baker, New York, are ahead m 
stolen bases with three apiece; Heil- 
man. Detroit, and Veach, 
Detroit 


lead in total bases with 
eighteen 


Jackson, Detroit, with seven hai 
scored >he most runs. 


American League pitchers credited 


with two wins and no defeats are: 


Faber, Chicago and Ruth, Boston. 


Eu- 


reka Vacuum Clean- 


er !s $30.00 during the month of 
BARMAN'S 


hitting by the visitors gave Brook-, Chase, the batters making up the {April. Do your house cleaning with 


list of "three-thiTty-three" 
hitters n electric cleaner 
and save halt 


he work and nearly all the dust, 
ou can buy one on easy terms. 


lyn the game. 


Olson and Maranvllle had a fist'are- 


fight in the opening inning after Ma- 
ranville plunged against Olson when 


PITTSBURGH, Pa , April 22.— 


Pittsburgh defeated St Louis 8 to 0, 
here jesterday, Harmon holding the 
visitors, to two hits. 
Viox of Pitts- 


burgh, knocked a home run with two 
men on bases in the eighth inning 
Score 
St Louis 0 0 0 0 0 0 0 0 0—0 
2 
2 


Pittsb'gh. 0 4 0 1 0 0 0 3 x—8 11 2 


Batteries 
Steeln, Hall, Williams 


and Gonzdles, Harmon and Schmidt. 


Two base hits, 
Hinchman, Viox 


Three base hits, Hinchman, Wagner 
2, Schmidt 
Home run, Viox Sto- 


len base, Betzel 
First base on balls, 


off Steele 2 
Hits and earned runs. 


Gonzales, St Louis, .429, Comp- 


ton, Boston, .429, Cutshaw, Brook 


the latter caught him off third 
Only I lyn, .417, Daubert, Brooklyn, 400, 


a few blows landeu and both tvere 
banished by Umpire Rigler. Score. 
Brookl'n 3 0 0 0 0 5 1 0 1—10 12 9 


Clarke, Cincinnati, .400; Whitted 
Philadelphia 385, Doyle, New York 
champion last year, 
.385, 
Magee, 


Boston . . . 0 0 0 3 0 0 0 0 0—3 
7 10 Boston, .375, Niehoff, Philadelphia 


Batteries 
Pfeiffer and McCarty; 


Nehf, Kuetzer and Gowdy, Tragres- 
ser. 


Two base hits, Daubert, Cutshaw, 


Mowrey, McCarthy 
Three base hits, 


Pfeffer, Johnston Stolen bases, Pfef- 
fer, Mowrej 
Base on balls, off Pfef- 


fer 4, Nehf 2, Knetz er 1 
Hits and 


earned runs, off Nehf 2 hits And. 1 
run in 4 innings, Knetzer 10 hits and 
4 runs in 5 innings 
Stiuck out by 


Pfeffer 3, by Nehf 3, b> Knetzer 2, 
Umpires, Rigler and Harrison. Time, 
2 20. 


GAMES TOD*V. 


National League. 


Brooklyn at Boston 
Philadelphia at New York. 
St Louis at Pittsburg 
Cmcinnat> at Chicago 


American League. 


Cle1 slant! at St 
L.OUIS. 


Chicago .it Detroit. 
Nev ^ ork at \\ ashmi;ton. 
Boston at Philadelphia 


\inrricnn 
\SMII mtion 


Minneapolis at Indianapoli-. 
St Pful at LoiiNulle 
Kansas Cm (it Toledo 
Milwaukee at Colun'bus 


Devore Features 


Milwaukee and 


Toledo Contest 


| Bowlers 
i Tourney I 
•:• 
•/ 
.;«. 


******* ***•:•+* ****** ******.-> 


National 
Bowling 
Tourney 


[the cities at the end of each of the 
three games. The team rolling the 
largest totals will win the trophyT 


Help Your Body 


To Resist Ditease 


"\ ORK, 
April 
2 


icean-to-OLoan 
tok graphic 
bowling 


tournamtut foi tno troph} presented 
li. Robert JI Thompson of this cit\ 
Mill 
he held tonight. 
Reprtbenta- 


me- of man\ 
of the largo athletic 


clubs throughout the tountrj com- 
1 ote 
Fath duo lolls thiec games 


on its O\MI allc">s simultaneously at 
10 p 
-11 
eastern time 


duos in 
San liancisco, 
Seattle 


am! Portland, Oregon, are to bowl 
at 7 p 
m , 
Paiihc coast 
time 


Other clubs to be represented are in 
Demei 
Columbia, 
Cleveland. l)c- 


tioit, Chicago, 
Minneapolis Brook 


j h n 
Montieal, 
P.ttsburgh and New 


|~Vork 
i 
Scores will be telegraphed among 


Ti.p 
"I find Foley Cathartic Tablets to 
1 lie I be the most delightfu} cleansing cath- 


Sheehan 
Kaiion 


!•>! 
154 


12 > 
176 


1 fi 5 167 


artic I have ever taken. They ara 
Juat the thins" 
G. W. Robeson. 


Wichita Falls, Tex. 
Use Foley Cathartic Tablet! to co- 
operate -with nature In her efforts to 
resist disease. They keep your bow. 
e\a regular and active, and they pre- 
vent poisons from lodging In your In- 
testlnal tract, thence being absorbed 
by your blood Into your system. They 
relieve constipation over night. 
There Is no unpleasant nausea Of 
griping In the use of Foley Cathartic 
Tablets. 
Instead, there Is fieedom. 
from headaches, biliousness, sluggish 
dull feeling; and nervous irritability. 
There Is for you energy And ambition, 
ability to enjoy your work and your 
pleasure 
They relieve tha unpleas- 
ant, gassy, full feeling-, and give you 
a comfortable clean feeling Instead, 
Stout people do so enjoy them. 


H. r. VUKTKAM*. 


.375, 
Hinchman, Pittsburgh, 


Konetchy, Boston, Kauff, New York, 
Rariden, 
New York, and 
Baird 


Pittsburgh, .333. Heine Groh, Cin- 
cinnati, leads in runs scored with 
six and is tied with Whitted, Phil- 
adelphia, in total bases at 12 


National League pitchers are led 


by Alexander, Philadelphia, with two 
games won and 
none lost, 


Schneider, Cincinnati, with the same 
record 


Ty Cobb evidently has not strucl< 


his htride for he is far below the .<!33 
class, having hit for onlj .231. Fol- 
lowing Jan\nn m the 333 class are 
Speaker, Cleveland, 474, Henriksen 
Boston, .429, Gedeon, 
Nev.- 
York 


429, Baker, New York, .385, Pratt 
St Louis, 360, Hobhtzel, 
Boston 


r>3, Schalk, Chicago, 316. 
Heil- 


4-1 
B 


I+O+I 
I+Cfc+I 


TOLEDO, O , April 22 —The Mil- 


waukee Brew PI s jehfidaj rr\eiserl 
the count on KoKcr Bro.snahan s hah 
club, winning 
the 
thud and final 


Saline of the scrips h> the score of 7 
to 5. 
Dcxoreh hitting wa^ the foa- 


tuio with a triple, a double and a 
• urifite in live trips to the plate 
r TI« 
Mil" ukee 1 0 2 1 1 0 0 u i 
7 
1 
C 


Toledo 
fi (i o 1 1 .5 n it ' - "> 
6 
4 


H.ittoiic'- Aitclu-'on siapnukuand 


Rppllman, Collaraore, Bowman, Bed- 
icnt and Bresuahan. 


LOUISVILLE, 
Ky , \pril 
22 • 


Speedy base running helped Louis- 
Mile, outhit h> 
to win 


the deciding game of the series, 9 to 
7. Score: 
Mm'apolls 0 ft 1 0 0 ,1 0 1 2—7 n 


Totals 


.1 O'Biien . 


_ 
jlmley . 


LOUIM l l p 0 0 1 ? 2 0 0 T x - 9 1 1 
1 | 


I'lttcro-, Mnshng, ^illi-im*. Hop-l 
Total" 


lie r anu Owens, Luquo, James and I? O lutn 


M5 291 o4 ' 
115 1 in 
9S 


12") 12fi 
211 


I. a lor. £ o 


C OLI "uni'S O , April 22 -Kansas 


C'ltj pot an even bioak on the Col- 
urubuti series 1>\ 
taking jostculaj s 


10 t«i 2 
In tho third innins, 


Diockcrt 


Totals 


Xurmohlj 
Holloian 


1 \ 0 2 C t 
1 '7 
SI 


1i 0 157 


•i 4 
1 17 
12 I 


S I P 


April Showers Won't Bother 


You If You Have a Telephone 


Tlifrc is n<t need for you to go out in the rain 


•on have to IM 


D 


D 


_' \S J I T - 


S') i i - 


I f i S 
I S O 


Totals 


en Mi \isitiiiK placer s(ore«l 
Pitcher ? 


fraxath pot thp firht and la--t of 8 


se\cn of which wore In suc- 


cession 
Four 
crrort, 
and a pass 


hel-ied the winners 
pile 
up their 


huge lead. Store 
Columbus 0 0 0 V 0 1 0 0 0—J 10 
5 


Col'mb's 0 0 0 1 0 1 0 0 0— 2 10 
5 


Bnttories 
O'Toole, Link, Vance, 


. a1!1. ",i7 
102 i«n 
171 1«7 


Davis and Pratt, 
and Hargra\e 


Crutchcr, Rcapan 


AN AUTHORITY ON \VORMH. 
WATCT1 CII1M> FOR WORMS. 
Worms sap child's strength, rob 


child of food and make child fretful, 
Irritated, nervous ( Watch stodl and 
at first «lKn or suspicion of worms 
give one-half to one lozenge Klch- nuthonlics than any 


Po 
Know that tho go\ernment 


Total 


212 
s 12 


ns 
181 


i22 — 865 


Amazing Appetites. 


If a baby had the appetite of B young 


potato beetle It would cat from 50 to 
100 pounds of food every 24 hours 
If 


a horse ate an much as ft caterpillar, 
in proportion to Its si?e it voulrt con 
•lime n ton of hay fverv 21 hour" 
A 


catMTll'ar eatn »wi«» Us tvoight of 
leaves -very div but a potato lect 
devours every ('nv at least fvo times 


hit 
of 
at WMhinxton has more .scientific 1H" *eight °f f°"*'' 
which • >pteients just <\o much money 
unlveisity in 


apoo Worm Killer, a candy worm 
world'' One man is authority on 


.«,c-wonn.. 


the worniB, improves digestion asd 
general health 
of child. Continue 


Clvlnu; Kicknpoo Worm Killer until 
•U •Igns of worn* are (one. 
26c at 


9*ur 


the 


facts about 
the 
go\ernment this 


in BVKRY WRKK 


For bent 
results 
advertise you 


wanta iu Timea-Doiuocrat. 


to the farmer 
Tn« most destructive 


Of all Inserts, however. I* the grass- 
hopper, which, whnn in good health, 
consumes In a Any ten times its 
weight of vegetation 
No wondor that 


whole districts nro devastated bv iti 
multttudlnoua iwarm«. 


I something from the grucen or the men 


. 
. 


No need m send the children out to get their feet w ot. 


'ith' r. 


The \\a\ to do your marketing on rtihiy >\^\=.. nna 


ouuiy d;n s, ton, ir, the modern way -the Telephone V.'ay. 


Propfressn e merchants were quick to bee the advan- 


ar»e.s of bu\ uic l>y teleplione. They <rn e their telephone 
'ustomers just as'good service as those that come to their 
store-. pci'Minalh . 


Hut of eouise, it is much more convenient. You 


don't hjne to ^\ait for a clerk. You don't have to wait 
while your paekaces are being wrapped up. 


And then. \ < m don't have to wait until you have fin- 


ished \our moining work. Yin don't have to wait to get 
dressed for the street. You can order whenever you like, 
and tret your requirements satisfied early, when things 
are tlu best and the freshest, and have not been culled 
over. 


This is nnh one of the thousand convenient uses of 


the telephone. If yours isn't in yet, order it installed at 
once, 


U only co,ts live cents a day. 


THE LIMA TELEPHONE AND TELEGRAPH CO. 


"Alwayi At Your Service." , ____ _ 


Gas Service Is 
Instantaneous 


How long does it take to heat your home? 


If the house feels chilly or damp—do you have 


to go down in the cellar and go through the 
laborious process of building a fire? 


Or do you merely have to light a match, turn a 


valve—and wait a few minutes for welcome 
warmth and comfort? 


In other words, have you heating work or heat- 


iii service in your home? 


Lima Natural Gas Co. 


Market Between Square and Elizabeth 


1 


8 


s 
§ 


s 


5 


I+B 


<jiie-ftuncired-/ifty 
Millions will be 


made this year. 


20 years on the market—good as eojf \; 


•SPAPFRf 
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Dun's Shows Big Demand 


in Face of Higher 


Prices. 


NEW YORK. April 
22.—Bun's 


Review in iu Issue tomorrow- • has 
this to say regarding trade condl- 


MARKETS 
WANTED 


SELLING CRUMBLES 
MSI. 


tions. 


LIMA OIL MARKET 
1 


• 
—« 


North Lima 
*1-73 


'South *-^T"i .,........••••• 1-73 
• Indiana , 
*-6* 


Wooater 
I-** 


All fetomenU.oonflidered. U is "re- 


1 markaid* th»t -tuieines* continue* so 
large io^otame. -International com- 
plications—intensified 
by tbe 
de- 


velopments .of . the 
week—fail 
to 


shake tonfldence. or to check pro- 
gress, nor. have the extremely high 
costs diminished consumptive buy- 
ing. The magnitude demand, holding 
, in spite of the general and extensive 
i rise, in prices, becomes more note- 


worthy and transactions, though not 
yet at the maximum, run far be- 
yond precedent. Outputs in leading 
lines largely surpass those of any 
previous year; yet all requirements 
are not being filled, because .many 
. producers are either unable to ob- 
tain a sufficient supply of materials 
and of skilled labor or are booked 
so _far ahead that additional 
con- 


tracts cannot be taken. 
Transpor- 


tation facilities continue Inadequate, 
but -: some headway is made in re- 
lieving the traffic 
congestion 
and 


there la less complaint of retarded 
deliveries. Further wage advances 
is most cases voluntary, testify to 
great industrial prosperity and. with 
million* of dollars added to payrolls, 
savings deposits accumulate. 
The 


augmented purchasing power of con- 
sumers, however, is not yet fully re- 
flected in the mercantile field, owing 
tc backward weather in many sec- 
tions. Easter business, while prob- 
ably unprecedented in the aggregate 
would have attained 
even 
larger 


proportions under more , favorable 
conditions. Retail sales of footwear 
are-'not up to 
expectations, 
but 


manufacturers are pushed with or 
der» for" the spring trade and dis- 
tribution of dry goods,-both at whc-Ie- 
s&le and in the department stores 
continues very satisfactory. - A grat 
ifying, feature of many reports, es- 
pecially those- from the East and 
West, is the ! iprovement in collec- 
tions. This strengthens the credit 
position and tends to lower the com- 
mercial death-rate, fewer 
concerns 


failing this mouth than in March 
yhlle *he. jnbrtaiity is still . ipnch 


" 


NEW YORK. April 
22.—Urgent 


liquidation of special stocks, which 
crumbled rapidly under "the , wei&nt 
01 heavy offerings, featured today's 
short but, extremely unsettled,, ses- 
sion, increased tension in (he Ger- 
man and. Ifexican 
situations .• wag 


again the chief,. ;cantirib.utiuK factor: 
Extreme declines of 3. to 6 pointq 
were made by the munitions group 
which touched lowest averages of the 
year. 
Mexicans registerel 
more 


severe losses. Petroleum falling 9 
points. 
U. S. Steel and the invest- 


ment division. Including prominent 
rails, were heavy, but. yielded grudg- 
ingly. 
Mercantile Marine preferred 


was for a time the sole element of 
strength but even there price con- 
cessions occurred. 
Irregular recov- 


ries marked the late dealings but 


rally was not maintained. 
The 


losing was weak.-. Bonds,were ac- 
ve and weak. 
Resumption of trading after the 
oliday was attended 
by further 


hrinkage of values, the war group 
nd 
Mexicans displaying 
marked 


weakness. Indication- that Germany 
would delay her reply to the recent 


ote from Washington were accept- 


ed with misgivings. In the course 


f the first fifteen minutes there 
were declines of two to five points 
n Crucible Steel, Studebaker, Gen- 
ral Electric. Westinghouse, Baldwin 
.locomotive and Industrial 
Alcohol 


while Mexican Petroleum. American 
Smelting and Greene Cananea were 
ower by 2 to almost 3 points. Unit- 
ed States fteel and the investment 
livision were heavy. 
Marines were 


firm and active. The last sales were: 
Allis-Chalmers, 24; American 
Beet 


Sugar 63 % ; American Can, 62 % ; 
American Car & Foundry, 
55%; 


American. Locomotive; 63%: Ameri- 
can Smelting & Refining. 
88%; 


American 
Sugar 
Refining, 106; 


American Tel. & Tel. 127%; Anacon- 
da Copper, 77%; Atchison 100%; 
Baldwin Locomotive 86; Baltimore 
& Ohio, 83%; Bethlehem Steel, 420; 
Brooklyn Rap. Transit 83%; Butte 
and Superior, 87; California Petro- 
:eum, 21% ;.Canadian Pacific 163%; 
Central Leather,, 49 %; Chesapeake 
& Ohio, 58%; Chicago, Mil. & St. 


Princeton . , 
liUnoia . , -. 
Plymouth , . 


PULLS MAT 


Peiuiaylvania . , 
iiercer Black . . 
ConUnc-'- • '••• 
Newcaatie . Y 
Cabell . . .... 
Someraet . . ... 
Raglaud . . ... 


LOCAL MARKETS 


*V?*i 
CHICAGO. April 
22.—Uncertaln- 


' 
-o tie* of the diplomatic outlook tended 


today to pull down 
prices in the 


jwheat market. 
Opening quotations, 


. • ••*—"°'wfi|ch varied 
from tho 
same as 


.-.:•• ,-%**!-Thufiday* eloae to 1-2 lower, with 
;.si.. *rl°"Way at 11.13 3-4 to 1.14 and July 


?.lO at $1.13 3-8 to '6-S, were, followed 
2.12 t,by slight rallle* aid then a decided 
i.»5"*eetback all around. 


.SO i Cora eaaed- off with wheat. Ware- 


house interest* took 
a conspicuous 


-~tt part in the selling. 
After opening 


j il-S off to 1-4 up, the market hard- 


—* enefl a trifle. and then underwent a 


I moderate general sag. 


Oats showed 
sympathy for the 


CLASSIFIED 


Clarified ad*, one cent par word, 


three Insertion* for the price of 
two. 
Position wasted—Free. 


front room nicely furnished 
two gentlemen or husband 


for and Dorothy Ollle Keith? 24, both o' 
and Harrod. 
The Rev. Mr. Hammond 


MAIN 
3698 


motcwii 
VftNTADS 


IftlHC 


LIMA 


TIMES-DEMOCRAT 


wife. Acceas to telephone, 
bath! 


and toilet. Private entrance. 213 
North 
Washington street, 
one 


square west of High school 
ing. 
4-23-H- 


FOR RENT—Fine apartment; alao 


modern house In fine location. 5 
minute* walk from 
po*t office; 


alao first clau sleeping room or 
rooms for 
light 
housekeeping. 


Phone State.2867 or call at 
W. Spring St. 
4-17U 


FOR REST—A 4-room flat on west 


Vine St.. second hou*e from Met- 
calf street car line. Dealrable lo- 
cation for 
person employed 
at 


South Side shop*. 
Rent reason- 


able. 
Call Phone 3698. 
tf 


to officiate. 


Jacob 
Harmon 
Rockhc-ld. 
24. 


farmer, and'Lftlie" May Purdy. 25. 
both of Spencer tovnahlp. 


•• 
- 
» » • • 
- 
Read It in Times -want column. 


LEGAL NOTICE. 


WANTED 


Retail Vegetable*. 


Mangoes. 5c each; 
Radishes, 6c 'Weakneas of other grain. 
Field re- 


All- rlmppr 
point .one 


In hank 


than 


was Te 


«ime last jfeari^ang- 
earning* con 


tinuea, aria" merchandise exports from 


lighter than a, year, ago 


statistical gauges 
: . . 
tue ^ 


c|« 


f TEoirJE: tips' :*&« fa; ^olpwJtt :vpl 


td handler the great rush 


of 


ELLDA 
t 


, The'•«. E."W;-P. M. 8. will give a 
ijtfbHc itbank o«erfng meeting nex 
Sunday-evening, at the. church, to 
which"everybody is-cordially invited 
! iMib C.' J. atemen' delightfully en 
tertained the Daisy Embroidery club 
at her home, Wednesday evening 
Only ten members were present, bw 
ing to so much sickness in man' 
families. 
A dainty 
luncheon wa 


served at 8:30, after which Mr. Ste 
men played many beautiful selection 
on the pianola. 


There will be a quarterly meetin 


and institute at the U. B. church, o 
Saturday, April 22. Rev. M. R. Bal 
linger will conduct the meeting, an 
assist in the institute. Services ope 
at 1 p. m., and continue afternoo 
and evening. Several topics will b 
discussed by laymen and Rev. O. E. 
Knepp of Lima, will be one of the 
speakers. 
Communion, Easter ser- 


vice and baptism on Sunday morn- 
ing. 


per bunch'; Cucumbers, lac; Cocoa- Iports. weer also against the bulls, 
nut, a to lOc; New Potatoes, Sc Mb.; • 'Higher 
prices 
on 
hogs 
gave 


New Cabbage. «c tot; :."Ou|ottc Sat** strength 'to provisions. Besides, pro- 
15c Itt; Green':OnionB, 5c bunci; Poi'.visiotis 'shipments for the week ex- 
tatoea, $1.36 bu.;--Orangea 30 'to: 5l>6'ceede£. largely the coresponding to- 
doz.; Lemons, 26c per u-wtsi; i'^-sk tals a year ago. 
Tangerines. 25e per down; Para- 
ley, oc bunch; Hot House Tomatoes. 
20c; 
Apples, 3a@50c peck; - Cauli- 


flower, 20®35c; 
Spinach, i5c io.. 


Strawberries, 20c per quart; Rhu- 
barb. 5c bunch; 
new Turnips, 7c 


bunch; Sweet 
Potatoes, oc pound; 


Cabbage 3c: lb.; New Peas/ 20 lb.; 
t* 
**• 


CHIOAGO PRODUCE. 


Chicago, April 
22.— Butter 


changed. 


un- 


Eggs, receipt* 36,689 cases; un- 


changed. 
;; 


Potatoes .higher;, receipts 
23 


Michigan. 
Wisconsin, 
Min- 


WANTED—MAIDS AT THE HOTEL 


APPLY 1>LMEDIATE- 


; 
2013 
XORVAL. 
LY. 


WOMEN WANTEpr-FuU time, *al 


'ary'$16, BeHlug.guaranteed hosi- 
ery to wearer; 25c an hour spare 
time. Permanent, experience un- 
necessary. Inter Hosiery 
Mills, 


Norristown, Pa. 
* 


MEN—Our Illustrated catalogue ex-. 


plain* how we teach the barber 
trade in a few weeks, mailed free. 
Moler Barber College, Cincinnati. 
Ohio. 
22t6» 


In the xourt of 
Common Plea*. 


Allen County, Ohio. 
Bennony Mc- 


Clain v*. Elizabeth 
McClaln, case 


No. 1694C. 
• Plaintiff -whose place of residence 
lg unknown, will please -take notice 


the above entitled-action has 


n filed in the court of, common 


against defendant praying for 


divorce on tbe grounds of willful ab- 
sence f'»r more* than three years. De- 
fendant is required to answer on or 
before elx week* from the first pub- 
lication of this notice or Judgment 
will be taken against her. 


BENNONY McCLAIN. 


By J. F. EMANS. 


His Attorney. 
4-15aat6w 


»"ota and Dakota whites 75@93; 


HELP WANTED—-Woman. $30 for 


distributing 100 tree skeina wear- 
proof darning cotton 
with hosi- 


ery, your section. Experience un- 
necessary. 
Inter 
Hosiery Mills. 


Dept. 400. Norrlatown, Pa. 
2212 


LADIK8, 


When Irregular or delayed u*e Tri- 


umph Pills. Safe and always de- 
pendable. 
Not sold at 
drug 


store*. Do not experiment with 
others^' aave 
disappointment. 


Writ* for "Relief" and particu- 
lar* ; if* free. 
Addreaa National 


Medical Institute. Milwaukee. Win. 


a-15 to Jun 3 


Beans. 25c 
7c bunch. 


c o t s 
Minnesota 
85.. 


Ohio's 76@ 


' Poultry and Produce. .• 


Creamery Butter, per lb., 35 #c; 


Good Luck Butterine, lb.. 19 & 19 ftc; 
Country Butler, 20® 30c pound., 
Fresh Eggs, 20e; Lard, lb., l2c; 
Hens, 14c; Spring ' Chickens, loc 
per lb.; dressed, 
22c ID.; 
Geese 


dressed. lt»c lb.; Dressed Turkeys. 
32c lb. 


Live Stock Market. 


Good Luck, per 
ID., 24e; Country 


6 1-4 @ 6 l-2c; fat steers, 900 to 1.- 
OQO Ibs.. 8@6 1-2; heifers, 6@6 
1-2; calvea 6 M@7; bulls, 5 1-4.® 
5 l-2c; sheep 3®6c; 
lambs 6@6 


l-2c; hogs, 7©7 1-4C. 


KetaiL 


Creamery Butter, 
per lb., 42c; 


Good Luck, 
per lb., 23; Country 


Butter, per lb.. 36c; Eggs, per doz- 
en, 22c; Lard, per pound, 15c; Snow 


tt-i WEST CAIRO 


Paul 91%: Chicago, R. I. & Pac.JFlake Butterine, 16@16 l-£; Brook- 
ay., 16: ChlnQ Copper, 51; Golora- field Creamery Butter, 41c. 
do Fuel & Iron, 39%; Corn Pro- 
ducts, 17%; 
Crucible 
Steel, 
75; 


Denver & Rio Grande, pfd., 20%B; 
Erie, 32r General 
Electric; 
159; 


Goodrich Co.; 73 %; Great Northern 
Ore ctfs. 37%; Great Northern pfd. 
118%; Illinois Central 99%; 
borough Consol. Corp. 
16; 
^ 
--hnrrh at Cairo 


Harvester, N. J. 110; Inter. Merc ch^rlh_aLC_aiL 
Mar. pfd. ctfs. 74%; Lackawanna 


The funeral or Robert Goble, last 


the 


gave the address. 


Poultry, alive unchanged. 


TOLEDO GRAIN. 


TOLEDO, O.. 
A^ril T2. 


WANTED—Competent girl for gen- 


eral housework. 
Small family. 


1315 Lakewood. 
Main 2106. 


4-22-3t 


-Wheat 


cash $1,18%; 
May $1.19; 
July 


$1.19%. 


Corn, <.,.*&-76%; May 76%; July 


78%. 


Oats, cash 47%; May 47%; July 


46%, 
- 
- 


Rye, No. 2, 95. 
Clover seed, prime cash $9.40; 


April 9.00; October $8.70. 


Alsike, prime 
cash 
and 
April 


$9.20. 


Timothy, .prime cash 53.25; April 


$3.20. 


ELGIN 


ELGIN, 111*",, 
April 22.—'Butter 


WANTED—A dining room girL Ap- 


ply 304 W. Market. 
2113 


80 tubs-at 33 cents; 69 tuls at 34c. 


JMtr-rsssSMiH^ 
spent Sunday with -the latter's son, and 
heiters 
*«.uu^ 


The M E W F. M. S. will meet ..-.. 
. 
next Thursday afternoon at the home's.10; lambs $7,50@11.6o. 
of Mrs. S. D. Crites. 


W. E. Onstott will have a pale of 


household goods at his home next 
Saturday. 


. Howey.'of Epworth church, 


_,ima, and Rev. Constein, of Lima, 
and Rev. Wisely, 
Louisberg, 0.. 


gave talks. Rev. Isaac Kalb, of 
Jockport, led in prayer. 


A week-end Easter service is be- 


ng held at the M. E. church. Rev. 
Spicer, of Lima, gave 
the sermon 


Wednesday evening. Thursday even- 
ng, Rev. Bowdle, 
of 
Lima, 
and 


Friday evening, 
Rev. .Dunham, .of 


Grace church, Lima, 
gave thS ser- 


mon. 
• 


A short 
Easter program will be 


given at the Christian church Sun- 
day morning. 


Next week will see the close of 


our township and 
village .schools 


and tbe pupils are looking forward 
to the big dinner on the last day of 
school which will come as a treat, 
after the hard week's work in exam- 
inations. 


The local schools will close next 


Friday and the 
teachers 
have ar- 


ranged a program for the occasion. 
A basket picnic 
dinner has been 


arranged for and a cordial Invitation 
ia extended to the parents, citizens 
and., every 
one interested in' our 


Cattle, receipts 200; steady. Na-'echools. 
"' " 
stock-j 
Deep Cut Lodge, I. O. O. F., of 


cows' Spencerville, initiated seven candl- 


calves dates 
in the Cairo 
lodge on last 


:Tuesday evening. 


steady; j Reuben Harpster Is convalescing 


vethers'$6-85@9-10; lambs $6.85® [very niceljr from a very serious ill- 


Steel, 65; Leigh alley, 75; Louisville 
& Nashville 122%; Maxwell Motor 
Co., 
69%; 
Mexican 
Petroleum 


89%; Miami Copper, 
36%; Mis- 


souri, Kansas & Texas, pfd. 10 %B; 
Missouri Pacific 3%; National Lead 
62; New York Central. 100%; N. Y., 
N. H. & Hartford 60; Norfolk & 
Western, 119%; Northern 
Pacific 


110; Pennsylvania 56; Ray Consoli- 
dated Copper 22%; Reading 
8Si- 


Republic-Iron &.Steel 44; Southern 
Pacific- 94%;, Southern 
Railway 


19%; Studebaker Co. 121%; Texas 
Co 180; Tennessee Copper 44; Un- 
ion Pacific 129%; 
United 
States 


Rubber 50%; .United States 
Steel 


80%; United 
States 
Steel 
pM 


116%; Utah Copper 77%; Wabash 
pfd. B. 25%; Western Union 88%; 
Westinghouse Electric 54; 
Kenne- 


cott Copper, 52%. 


CHICAGO LIVE STOCK. 


CHICAGO, April 
22.—Hogs, re- 


Iceipts 8,000; 
strong. 
Bulk 
?9.60 


@9.70; 
light $9.20@9.80; 
mixed 


$935@9.75; 
heavy 
$9.20@9.75; 


rough $9.20©9.25; pigs $7.25@9.00 


REAL ESTATE TRANSFERS 


Real estate 'transfers have 
been 


filed, as follow^' in the office of Re 
corder Fisher: 


Clyde Helser-to Leah M. Smith 


20 acres in StSbtion 16, 
Auglalfr 


township, $ ! . , • • 


A. H. McCaiii 'to A. J. Dunn, Io 


7638 In Lima Terrace addition, $1 


Mary E. Billenger to Clarence W 


Brookhart, lot 4j348 in J. W. Holmes 
fourth addition to Lima, $1200. 


Allie E. Blank and A. J. Blank to 


H. M. Campbell, Cook, Ohio, 
lot 


6463, 6464 and 6465 in Homewood 
addition to Lima, $1. 


John C. Brady and Mary Brady t 


Christian Miller, 13 acres ' Section 
11, German township, $610. 


Norris Killen "to George F. Bible 


lot 109 in the original plat of Lima 


William Bowser and Grover Bow 


ser to " Frank Glbbs and Ivy Gibbs 
parcel of land, Section 32, Auglaize 
township, $2300., 


WANTED—We will 
pay beginners 


to learn the cigar-making trade, 
$4.50 per week for four week*, 
and then $5.00 per week until 
more can be earned 
by piece 


work. 
Industrious girls should 


earn from $10.00 to $15.00 per 
week after trade is acquired. Fac- 
tory 
buildings well lighted and 


ventilated, affording remunerative 
employment 
under 
cheerful, 


healthful 
conditions. 
Havana 


strippers are also wanted. Apply 
either factory. 
The Deisel-Wem- 


mer Company. 
tu-th-sat 


LEGAL NOTICE. 


BEOKMAN 


ELECTRIC CO. 


We repair anything electrical about 


your automobile. 


STORAGE BATTERY 


Charging and Repairing a Specialty. 
Phone, State 3883. 
130 S. Central. 


4-lO-lmo 


Emma Wagner whose.last known 


place of residence was Philadelphia. 
Penn., will take notice that Albert 
Wagner. Jr.. has filed his petition 
n the Court of Common 
Pleas of 


Allen County, 
Ohio, 
for divorce 


rom the defendant on the grounds 
of three years wilful absence and 
the number of aald case Is 16928. 


Said defendant Is required to ap- 


>ear and answer said petition on or 
Before the 20th day of May A. D. 
1916, ora decree will be taken ac- 
cordingly. 


CLOYD J. BROTHERTON, 


4-8sat7w 
Attorney for plaintiff. 


Clevenger Sheet Metal Go. 


327 South Main Street. 


ROOFING, 8POUTI- G. FCKNACE8, 


Sheet Metal Work of All Kind*., 


Auto Radiators and Fender Repair- 
ing. Phone. Rice 1578 
4-1-1 mo 


We Sell 
'The Underwood" 


Typewriter. 
Call s for demonstration. .Rebuilt 
machines for Bale and rent. Local 
branch. 


The Underwood Typewriter Co. 
Tel. Main 5316. 
25-27 Harper Blk. 


4-4-1 mo 


FOK SALE 


FOR SALE—20 new House* and 


bungalows in all part* of Lima—• 
Prices $1.000 to $6,000. Cash or 
easy terms. -It you want to buy 
a home, see 
us. Phone Main 


1026. Home Builders, Room 310, 
Savings Building. 
tf 


FOR SALE—Ford touring car, 1914 


DALEY'S CIGAR STORE 


904 South Main St. 
Cigar*' anl Tobacco, Fine Candle* 


and Soft Drinks. 


Billiards and Pool 


Formerly Savoy Hotel, 
— 


WM. DALEY. Prop. 


I100.W0.09 to 
AT FIVE 


PER BENT, on foot improve* farm* 


model, in good 
condition, shock, 


absorbers, speedometer and elec-land 
trie headlights. Inquire of H. Eb-, 
ling, 213 West High street, Lima, 
Ohio. 
* 


on lone time, and partial payment 
|Mvfl*««. Phon* Mate 1217, or oall 


FOR SALE—Standard rig and string 


of tools for sale cheap if taken at 
once. John Koons, 521 W. Tiffin 
St.. Fostprla, Ohio.tu-thu-sat-lmo* 


Room* £ and 3 Holn>«* Block. 
U 


HARROD R. D. NO. 2 


-n 


ness. 


Cattle, receipts 200; steady. 


Oliver Heath has sold his property 


to John Stalter of Kempton. 


Mr. and Mrs. R. Maxson of Middle- 


point, were Sunday 
guests at the 


home of J. W. Madden and family. 


Mrs. J. H, Enslen entertained the 


B. B. Embroidery club at her home, 
last Friday, evening. The. next meet- 
ing will be held with Mrs. J. B. Saw- 
miller. 


Friends here 


BUFFALO LIVE STOCK 


i Mrs. Cora Wert, I. T. I. superin- 
tendent a'nd her committee have ar- 


EAST BUFFALO, N. Y.. April 22.[ranged the 
following program' In 


Essay contest to be given under the 


Veals, receipts 200; active and auspices of the .W. C.*T. U;, at the 


steady; $4.00® 10.00. 
,town 
hall on 
Saturday 
evening. 


Hogs, 
receipts 
3,200; 
heavy ;April 29. Admission 5 and 10 cents, 


and mixed $10.05@10.10; 
yorkers The program will begin at 7 o'clock. 
Miss Inez Edgecomb who has been 


Mr. and Mrs. D. C. Brentlinger 


entertained at a surprise 
birthday 


dinner in honor, of their son Ivan 
Sunday, April 
16, 1916. Those 


present were Pearl 
Bartlett, Ada 


Mowery, Eva Mowery, Clarissa Mow- 
ery, Mary Roberts,- Mabel Roberts 
Ira Wilkins, Harry Swaney, 
Ross 


Motter, ' Clay . Warner, 
Leonard 


Warner, Samuel Martin and Inez and 
Ida Breutlinger. 


Mr. and Mrs. Frank Warner and 


daughter Cbloe and son Marion spent 
Sunday the guests of Mrs. Warner's 
sister, Mr. and Mrs. C. W. Johnson 
of east of Harrod. 


Mr. and Mrs. L. Thompson 
of' 


Lima spent Monday the guest of Mr 
and- Mrs. Frank -Warner, 
Adam 


Smith, who has been having a siege 
of mcales is improving. 


• Alice MallalieV was In "Wmtminster 


Tuesday. 


Mrs.; Frank Warner called on Mra 


A. M. Stevenson and 
Miss 
Alice 


Mallalieu. 


FOB SALE—SPECIAL. 


8 room modern house, 
oak floors, 


big garage, fine lot, 50x180 feet, 
fruit and shade, special price. W. 
Spring St., , near Collett. .$4,750 


6 room new bungalow, strictly mod- 


ern, fine place, lot 50x210 feet, S. 
Metcalf St., near Ohio St..$3,000 


7 room good house, modern except 


furnace, fine lot, S. 
Scott St., 


near Elm St 
-$2,400 


8 room good house, modern, steam 


heat, lot 
70x112 feet, 
close in. 


Brice Ave:, near Metcalf St.$4,500 


7 room good house, modern except 


furnace, nice 
home, fine lot, N. 


Elizabeth, near Murphy St..$2,800 


8 room good house, modern except 


furnace, fine lot, nice location, N. 
Main St., close in ......-$4,500 


€ room new house, strictly modern, 


nice lot, close to car line, Frank- 
lin St., near Pine 
$2,850 


room good house, strictly modern, 
fine home, fruit and shade, lot 50 
x200 feet, N. West St 
$3,600 


Theo. G. Scheld, 


PLUMBING 


Heating - and - Ventilating 


GOOD SBftVKW 


Modero Method* 
6 Waldo JBU*. 
§-iati 


CHARLES E, KCKERT 


&SQN 


Funeral Direct*.** 


320 8. MAIN 37. 
Phone Main 1411 
»-*tt 


THE MEW YORK WALL PAPEK 


STORE 


The place where you can get the 


finer grade* of wall decorations, such 
as plain and figured Oatmeals, HoU- 
mehls, Milton*. Ltncbustas, Etc. We 
also carry a large line of .the cheap 
grades of wali paper* ringing in 
price from 3c to lOc per roll. 
Phone, Main 8515. 
120 W. Wayne. 


. 3-18-lm 


PROBATE NOTICE. 
The State of Ohio, Allen County, 


as; To Whom It May Concern: 
Notice Is hereby given that ac- 


count* and vouchers have been filed 
in the office of the Probate Judge by 
Executors of the Wills of the follow- 
ing deceased persons: 
11,421. First and final account of 


Hapsey A. Brown as executrix of the 
will of John T. Brown, deceased. 
11,426. First and final account of 


Nettle E. Jennings 
as executrix-of 


the will of John W. Jennings, de- 
ceased. 
11,459. First partial account' o£ 


Reuben Thut as executrix of the will 
of Abraham Thut, deceased. . 


And by Administrator* of the es- 
tates of the following deceased per- 
sons: 
' 
- 
' 
•••-••.-* 
11,100. Flmt and final account of 


W. A. McCurdy as administrator of 
the estate of Chloe McCurdy, deceas- 
ed.11,183. First and final account of 
Callle Roeder as administratrix of 
the estate of William U. Roeder, de- 
ceased. 
11,185. Second and final account 


of Samuel C. East as administrator 
of the estate of Monroe M. East, de- 
ceased. 
11.241. First and final account of 


Xariffa Pfeifer. administratrix with 
will annexed of estate of Henry Mil- 
ler, deceased. 
11,309. First and final account of 


Joseph L. Fortener as administrator 
of the estate of Magdalena Wagner, 
deceased. 
11,408. Second and final account 


of Daisy V. Boone-Ollver as adminis- 
tratrix of tbe estate of Isaac Boone, 
deceased. 


11.427. First and final account of 


Margaret A. McCoy as administratrix 
of the estate of Samuel M. McCoy, 
deceased. 
11,440. First and final account of • 


Arthur N. Bailey a* administrator da 
bonls non of estate of Laura L. 
Young, deceased. 


11,461. First and final account of 
L. E. Ludwig as administrator of the 
estate of James T. Stewart, de- 
ceased. 


11,629. 
First and final account 


of Cloyd J. Brotherton as administra- 
tor of the estate of Elizabeth Stump, 


7.75. 


received announce- 


ments of the birth of a daughter to 
Rev. W. E. Ward and wife of Toledo, 
a former pastor here. 


Curtis Hiiyard of 
Scranton, Pa., 


visited -several days with his mother 


relatives here. 


fyern Huffer and family have mov- 


.their'property 
cd from 
here. 
The W. C.~TX;iJ. held 
regular 


meeting last Mbtoday evening at the 
home of Mrs. E.'E.,Leldy. Mrs. Jes- 
sie Miller was leader. 
t , \ 


Mrs. Doris Brlggs 
was op<5fatb£ 


upon at the Linfa hospital last Wed- 
necday. 
. 
_ 
^ 
__ 
I 


CLEVKIAND'IJVI: STOCK. c 


$9 50®10.10; 
piss 
$9.00@9.25; jThe village and 
township schools 


roughs $9.00@9.10; stags $6.50® are all represented. 
Song. "Amer- 


75 
' 
Joan," by audience; Invocation, Rev. 


Sheep and lambs, receipts 2,800; ;RIngenberg; song, 
primary pupils; 


,elow. 
Clipped lambs $6.50® 10.40; competition 
recitation, 
by 
sixth 


llamba $9.00@11'.75; yearlings $6.00 grade 
pupils; 
music, 
violin 
and 


@9 00- wethers $8.00®8.25; ewes'piano, Josephine 
Mannon, 
Marie 


$4o'o@7.50; sheep mixed 
$7.75® jMoyer; Dialogue. "Dat Ole Pipe," 


s Q0 
jWard Wert, Ervin Best; essay by 


"".-',• 
. •. i 
• 
---: • 
seventh grade 
pupils, topic "The 


PITTSBURGH LIVESTOCK. 
Cngraette." 
Its 
Relation to 
Good 


PITTSBURGH, Pa., April 22.4-1Health 
and 
Scholarship;" 
piano 


Hogs receipts 2,000; lower; heavies duet, Mova Shaffer, 
Zoe Jennings; 


and 'heavy 
yoriera' $9.86@9.0p; «ssay by eighth grade pupils, topic, 


light 'yorkers' $9?25@9.50; 
pigs "Alcohol, Athletics and 
Business; 


$9.90@9.10. 
:'•'*' 
recitation, "The 
Last Glass." Fa. 


Sheep and Lambs^ receipts 500; Fowler; Instrumental 
music, Don- 


steady; top shepp $3.00; top lamba aid Huffman; recitation, Mae Dun- 
$10.25. '' . 
T 
,':lp: recitation, Ho 
Morris; music, 


Calves, receipts ,100; lower; top quintet; awarding of prizes by dis- 


trict superintendent, I. W. Byerly; 


visiting in Lima a few days returned 
home Tuesday afternoon. 


Grover Edgecomb paid his parents 


a short visit Tuesday. 


Estella Kclgecomb and Mrs. Frank 


Edgecomb were in Lima shopping 
Monday. 


Mr. Alf Swaney and Mrs. Gray 


we're callers at the homo of Mr. and 
Mrs. 
A. M. Stevenson 
Wednesday 


evening. 


Pearl Williams was helping Mrs 


Frank Warner do some sewing Wed' 
nesday. 


Miss Ines Brentiinger and 
Ivan 


BrentUnRcr spent Tuesday 
evening 


at the Wilkcn* home. 


A fine lot, 50x190 feet, all Improved, 


fine location, Brice Ave., west of 
Jamison Ave. 
$1,050 


lot all Improved, close in, good 
location for terrace 
or business 


block, corner 
Metcalf and Brice 


Ave. 
Special price. 


We have a large' list of city prop- 


erties and vacant lots for sale in 
all parts of the city; also subur- 
ban homes for sale at prices that 
are right. 
List 
your 
property 


with us, we will sell it for you. 


THE ELMER D. WEBB COMPANY, 


6O Public Square. 
Phone Main 4781. 


SOUTH SIDE OFFICE, 
Corner Main and Kibby. 


Phone Main 1541. 


OHIO 1VCORPORATIONS. 


music. 


COLUMBUS, O., April 22.—Webb 


Investment 
Company, 
Cleveland, 


CASH! CASH—Mall your old dis- 


carded false teeth. We pay from 
75c to $6.00 per set for old false 
teeth. 
Contact 
points or other 


scraps of platinum. 
We pay full 


market price. 
STERLING, RE- 


FINING CO., Schmulbach 
Bldg., 


Wheeling, W. Va. 
8-28-lm 


REAL ESTATE AND 


INSURANCE. ' 


JOHN M. BOOSE & SON 


ESTABLISHED 14 YEARS 


200-201 Black Block. 


FARM LOANS—HOUSES TO RENT 


Phone, Main 5394. 


Your Business Solicited. 


deceased. 
11,676. 


Cloyd J. 


First and Snal account of 
Brotherton administrator 


FOR RENT. 


FOR RENT—Room 18x60, 3rd Boor 


Times-Democrat building. 
Suit- 


able for light manufacturing, job- 
bing, or can bo divided into of- 
fices. 
Inquire 
Times-Democrat 


office. 


. CLEVELANIft.,0., April ,22.-:Cat- 
tle, receipts-tod W.-L50; slow. 
. s . 


! Calves, receipt* 100; steady. 
Sheep and lambs, receipts £00; 


steady. 


Ho**, receipt* 1,000; 5c up; york-, 
en, medium* »nd light* 19.90; pigs @6.50. 


$8.10; *ta«s $7.2*. 


, CLEVELAND, ..-0,.,?;. April 


Poultry, «^?*.««S 
other marKet. unflfcangcd. 


i 
Rev. L D. Wert ha* returned from „„ . „ 


22.— Borkey, O., where he was in attend-1 


AH ance at tho quarterly conference. 


>25,000; M. C. Haugh, F. M. Dodge, 


DoWltt. 


Toledo 


lYFOUMATiON FOR WOMEN 
[Winchester, Elmer L. Skidmore. 


Housework 1* trying 
on health 
Kurtz Furniture and Manufactur- 


and strength. 
Women are a* In-Ing Company, Cleveland, $100,000; 


dined to kidney and bladder trouble |A. 3. Herlg, R. Herig, W. H. Klrk- 


Tlme*-Dtmocfa| 


result*. 


add* brlnf 


Cattle, 
MMint* 
100; 


Calves slow, $5.00® 10. 


Sheep, receipt* 100; *twk4y. 
Lambs steady. 


•taady. 
vhoiild be 
Ooldon Rule 
Insurance 
Agency 


Company, 
Toledo, 
$10,000; 
F. 


joint* and 
pultlne*; under eye*, 


Ten prompt tttentlon. Foley Kid- 


ney Pill* rettor* hmlthy action t 
o 
. 
, 
0 , 
Irritate* \Wney* and bladder. 
H. ' 
P«CP> * i-nmber Company 
f. von*amp. 
tu-thu-**tfSO,OOiJ; Increase U> $100,000. 


FOR RENT—Oats and corn ground 


10 to 50 acres on Fourth street. 
Call Hlgh-1976. 
20-3t 


FOR RENT—A large rooming house 


at 210 north Elizabeth. Inquire 


'Phone, Hlgh- 


15-tt 


Sol Wei«enthal. 
4604. 


FOR RENT—A nice store room at 


940 West High street, right In the 
residence dUtrict, lift a month 
Fine location for a grocery or • 
home bakery. Call at 218 North 
Washington street, 'phone, High 
5488.' 
4-SMt" 


FOR RENT 


Mr. Daniel Cupid, who ha* been 


faithfully keeping 
Lent, got busy 


oday and as a result, when Easter 
dawns tomorrow, seven loving coup- 
es will have been joined In matri- 
mony. - 
• 


License* were issued today to Ed- 


ward Graham Mauk, blacksmith, of 
517 Linden street, 
and 
Grace A. 


Leltb, nunt«, of Lima. The Rev. M. 


Howey to officiate. 
Edward Lauer, 
23, 
farmer, of 


Tennlngs township, and Lois Leona 
Purdy, of Spencer township. 


George Hiram Coolldge, 22, labor- 


er, and Glenna Dale Albert, 18, both 
of Lafayette. The Rev. H. G, Mlley 
to officiate. 


Henry 
Andrew Schroeder. 1 


laborer* and Id* Belle Furman, 19. 
both of DelBho*. A Justice of p4>--» 
to officiate. 


Clyde Henry Hun. St, auto re- 


p*lrer, and Mary Mildred Bowonock, 
19. <lome*t!c, hot'i of Lima. 


Harry B. Qootfrled, 
28, farmer 


de bonis non will annexed of estate 
of Walter W. Stump, deceased. 


And by Guardians of the person 
and estate of the following persons: 


9,965- Fourth current account of 
Henry Desenberg as guardian of 
Princess Desenberg, a minor. 


9,849. Fourth and final account 


of Anna B. Sargeant-Hadsell guar- 
dian of William Walden Sargeant, a 
minor. 


10,711. Second and final account 


of John Warner as guardian of So- 
phia Bailey, an imbecile. 


11,048. First .current account of 
Edward A. Stedke as 'guardian of 
Clyde John Stedcke, a minor. 
11,186. First current account of 


Bessie M. Copeland as guardian of 
William A. Copeland, an insane epi- 
leptic. 
11,191. First current account of 


Mary C. Sheik a* guardian of Sheri- 
dan Shiek, an Imbecile. 


All persons interested in said ac- 
counts or trusts In any way what- 
ever, will take notice that the same 
have been set for hearing on Mon- 
day, May 1st, 1916, at 10 o'clock a. 
m., at or before which time excep- 
ions may be filed to any of said ac- 
counts and the same will be heard 
at that time or at such other Urns 
.hereafter as the court may desig- 
nate. 
' 


FRED C. BECKER, 
Probate Judge. 


4-S-sat-4-wks 


BicG 


It «ffectlv« la tmtlna 
unniuur»l dlMharges; 
n»lnlesf,non-poltonoiii 
•nd will not itrlctnre. 
Relieves In 1 to i days. 


, 
. 
. 
[••reel Poit I f dwirc*^ r rieojl, or S SOUIM 13.75. 


THB EVANS CHBPMI&M&. CINCINNATI, 


MONEY FOR 


FARMERS 


On live nock *ecurlty. No in- 
dor*er required. 
BEST TEEMS 


LONG TIKE 
Strictly oonndentlal. 
8e« M 
today, or write, 


LIMA LOAN CO. 
20ft Opera Hove* B.oc*. 
.. 
Uma. Ohio. 


i 
'1 
•4 
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Fighting With Major 


Toxnpltins at Parral. 


OtBtaia Hatty 31. GooM*. 


Tfr«Htntton Hearing Seven- 


tieth Tear, Activities on 


Wide Scope. 
> 


Smithson's Bequest to Land 


He Never Saw, Gives 


|800fOOO Yearly., 


the Smithsonian Institution has 


written a biographical sketch of It- 
self telling how it originated and of 
the purpose of Its work./ 


"Tbe 
Smithsonian 
Institution," 


•ay* the booklet, "Is » unique estab- 
lishment for the 
furtherance of 


knowledge; It* object is to carry on 
and aid general scientific Investiga- 
tions, whether they be geological, bi- 
ological 
or 
anthropological —- the 


study of the earth. Its life, or man 
himself—and 
to 
disseminate 
the 


same throughout the world by means 
of It* various series of publication*. 


"The institution was founded at 


(Washington city In 1846 under the 
terms of the will of James Smlthson. 
an Englishman, who bequeathed his 


I fortune to the 
United State* of 


< America, to found 
at Washington, 


under the name of the Smithsonian 
Institution, an establishment for the 
Increase and diffusion of knowledge 
among men. 
"Smlthson. himself a scientist oft 


note, a graduate of Oxford univer- 
sity and a Fellow ot the Royal so- 
ciety, maintained that 'Every; man 
Is a valuable member of society, who 
by bis observations. reseairiheB and 
experiments, procures knowledge for 
men,' and it was pot unnatural that 
he should leave behted him fund* 
for tbe purpose ot Dairying out hi* 
Ideal*. 
"H« died In Omoa. Italy, IK ltt» 


three years at«er making his will." 


The Bketc* neglect* to say Smith- 


son never, mtat in America. 


Jfc National to Scope. 


"Following many delays and much 


deliberation," continues the booklet. 
>i'C0ngress accepted the bequest and 
enacted a law, organising the institu- 
tion in 184«. It 1* national in its 
scope and governmental In it* affili- 
ations, its statutory members being 
the president, the vice president and 
the chief justice of the United States 
together with the president'* cabi- 
net."Its governing body, known Mttie 
Board of Regents, Include* the vice 
president and the chief justice, as 
ex-officio members, three members 
of the senate, three members of the 
house of representatives, and six cit- 
izens of the United States appointed 
byjoint resolution of congress. The 
secretary ot the institution, elected 
by the Board ot Regents, 1* the ex- 
ecutive officer and director of it* op- 
erations. 
"The Institution proper? 1* main- 


tained by the Income ot a permanent 
fund comprising the original Smith- 
eon bequest and legacy of $541,000. 
the accumulated Interest on which, 
with other gifts and bequests, has 
brought the total fund to a little 
more than $1,000,000. The regents 
are empowered to accept gifts In fur- 
therance of the purposes of the in- 
stitution, without special congres- 
sional action, and to administer 
trusts In accord therewith. In this 
connection 
many 
important 
re- 


pearchee and explorations have been 
aided by special trusts provided by 


i patrons of the Institution. 


"Several bureaus- or branches, de- 


! veloped through its early activities 
| are administered by the institution 
with the aid ot congressional appro- 
priations amounting to about $«00<- 


I 000 annually. These comprise the 
United States National Museum, In- 
cluding the National Gallery of Art, 
the International Exchange Service, 
tbe Bureau ot American Ethnology, 
the National 
Zoological Park, the 


Astrophysical Observatory, and the 
[United States Regional Bureau ot 
the International Catalogue of Sci- 
entific Literature. 


Ha* High Educational Value. 
"While the Smithsonian IB not an 


educational institution in Ibe nature 


i of a university with a corps of pro- 
fessors and a student body. Its edu- 
cational functions are of the highest 
rank, for its scientific staff and Its 
many collaborators are 
constantly 


engaged in investigations in which 
students of all branches of science 
participate^ and the mu&eum collec- 
tions, the animals in the zoological 
park, as i\ell as the library and tbe 
various publications are constant 
sources of information to specialists 
and students. 


"For the Increase of knowledge 


the institution aids investigators by 
limited grants for research and ex- 
ploration. It advises the govern- 
ment in many matters of scientific 
importance and co-operates with all 
the governmental departments and 
numerous scientific 
and historical 


organizations. 
Through 
assistance 


rendered by special 
bequests and 


funds it has 
advanced science In 


connection with atmospheric air and 
aviation. 


"In general Its activities ombraco 


all branches of natural science, fine 


DUEAD OF SNAKES 


TO VBU 


M ENTIRE 


flTO THE FUN HUNGER OF 


BOYS THE Y.M C A. RESPONDS 


All Due to the Early Exper- 


iences of the Human 


Race. 


Persons Informed Know a 


Great Majority of Rep- 


tiles Are Harmless. 


Is the fact that most of us are in- 


stinctively afraid of snake*—even of 
tbe harmless kinds—an evidence that 
the human race originated on the 
continent of Asia, where serpents of 
all sorts have always been abundant 
and generally venomous? 


This abhorrence of serpents 
I* 


really a deep-seated tnlmal Instinct 
which baa survived long after 
the 


condition* that gave It origin. 


Rational persons who are inform- 


ed on the subject know that 
the 


great majority ot the snakes to be 
encountered in this country are en- 
tirely harmless, being without venom 
or fangs; and. indeed, tbe writer has 
determined, to his own satisfaction 
at least, that in this particular re- 
gion the only one ot the snake family 
that 1* a menace to human life is 
the now rarely encountered Crotalua 
horridus, using the term in a gen- 
eric sense. 


And yet, any intelligent 
person 


•»XJ- 
J9 


) \ J 


Y. M.C. 4.9711 Boy*. 


Captain Thomas F. Ityan 


These two bravo United States 


army officers are among those with 
Major Frank Tompklns at Parral 
Mex, where Carranza soldiers at- 
tacked troopers and killed two. 


publications 
constituting original 


contribution* to 
knowledge, ac- 


counts of explorations and investiga- 
tions, and papers recording annual 
progress in the field of science, all 
of which are, distributed gratuitous- 
ly to Important libraries." 


PIONEER'S FUNERAL 


Funeral services for Mrs. Rosanna 


M. Franklin, pioneer resident of 
Perry township, were held this after- 
noon at 1:30 o'clock, at 
Oarfleld 


chapel, On account of the long resi- 
dence of Mrs. Franklin in the com- 
munity, the services -were largely at- 
tended *y friends. 


Interment was at Perry 
chapel 


cemetery. 


GIVES CHURCH SCHOOL SITE? 


AKRON. O,, April 
22.—A large 


preparatory school is "to be estab- 
lished at Hudson 
by the Presby- 


terian church 
educational 
board, 


according to rumors there today. J. 
W. Ellsworth, Hudson millionaire, is 
said to have offered 
the buildings 


and grounds of the old Western Re- 
serve academy to the Presbyterian 
board for that purpose. 


OHIO TROOP GAMP SITE READY. 


PORT CLINTON. O., April 88.— 


Adjutant General B. W. Hough at 
Camp Perry said the state grounds 
and ranges are ready for the state 
encampment which starts 
in June 


with the school 
for commissioned 


and non-commissioned officers. The 
eight regiments and Ninth battalions 
will camp here from July until Sep- 
tember, one regiment a week. 


Era In Bridge •ulMlno. 


Introduction of the semtelllptieal 


arch in bridge building in England 
met with complaint on behalf of the 
Tweedslde people, because the road- 
way ever It being almost level, as one 
old man said, 'Ton did not know 
when you were on it and when yon 
were off it." The first iron arch con- 
structed was made in England at Coal- 
brookdale by one Darby. The bridge 
consists of one semicircular arah, 100- 
foot SPED, each of the ribs being cast 
In two pieces only. It waa opened for 
traffic In 1779, and a new era in the 
art of bridge building was thus en- 
tered upon. Up to 1860 cast iron was 
predominant in bridge construction, 
and although It is believed that 
wrought Iron was introduced before 
1800 it does not appear to he1 ^ been 
extensively used before 1860, 


when unexpectedly brought into close 
proximity to any kind of a anake, 
large or small, venomous or non- 
venomous, or even a semblance of a 
snake. Is suddenly seized by a panic 
of horror and fear, with an impulse 
to spring away out of the serpent's 
reach as quickly as possible In a 
sort of blind terror. 


Origin of Dread. 


The probable origin of this in- 


stinctive horror ot serpents that still 
dominates the mind ot civilised man 
was during tbe countless generations 
when early man was slowly climbing 
up from his animal ancestry to his 
present eminence as Home sapiens. 
Being without fire and without cloth- 
ing or shelter, he was peculiarly de- 
fenseless In an environment beset toy 
deadly serpents, against this, prob- 
ably the greatest danger and great- 
est menace to racial survival that 
he had to encounter. Hence his In- 
stinctive horror of the serpent form. 


The idea that India was the 


•cradle" of the white race at least, 
with its serpent environment threat- 
ening racial existence tor a very long 
period of Its primitive development, 
appears to receive some degree of 
confirmation from 
the 
fact 
that 


among the inhabitants of India at 
the present time the annual mortal- 
ity from attacks of serpents ex- 
ceeds 20,000. notwithstanding the ef- 
forts ot the British authorities to 
suppress the evil. 


The serpent-instinct in man has a 


close analogy in a similar instinct 
that characterises 
the 
domestic 


horse of the present time, to which 
allusion has been made by writers 
on the subject. It is a familiar fact 
to every one who has to do with 
horbes, the proneness of the horse to 
exhibit an insane and uncontrollable 
fear of any unfamiliar wayside ob- 
ject. Indeed, the 
phenomenon is 


such a commonplace that probably 
very few persons 
have 
given a 


thought in explanation of what ap- 
pears to be a wholly unaccountable 
mystery. 


The suggestion that has been of- 


fered with compelling force to ac- 
count for this curious horse-instinct 
is on parallel lines with that offered 
above to account for man's serpent- 
instinct, both of which in the nature 
of animal Instincts are intense and 
deep-eeated and have long survived 
the conditions that gave rise to them 


Case of the Horse. 


In the case of the horse, for a 


very long period of hla racial 
velopment he wae subjected to one 
danger exceeding all others In mag- 
niture toy which survival was con 


"Country boys are not forsaking 


the farm and going to tbe city be- 
cause they are money hungry but 
because they are fun hungry," said 
Prof. O. Walter Flake of Oberlin tbe 
other day to n group ot men on- 
gaged In work for boys. 


The leaders la the Lima Y1. U. C. 


A. say that boy* are about the same 
wherever found, as far as appetite 
for food and for fun is concerned, 
and that in the modern city tho fun 
hunger must bo recognized and sat- 
isfied if tbe boy i* to develop nor- 
mally. 


In tbe 
gymnasium systematic 


work that develop* every muscle and 
organ In tho body Is turned Into tun 
while the groat lesson of team work, 
which later la life we call co-opera- 
tion I* taaght unconsciously. 


Boy*' Secretary Rooney 1* mak- 


ing tho play instinct of the boy con- 
tribute to the Ideals of clean sport 
and clean speech, he he direct* tbe 
rcmmar school baseball league 
with nine team* now in* Its fifth 
season. 


Thl* league 


and social* and games of every kind 
In winter the boys of the "Y" nave 
the great boon 
of organized play 


under experienced and devoted lead- 


ooza mm m 


The follovtac wen given testa by 


the city civil service commission last 
night: Ckarle* Evans, water works 
superintendent; Waiter B. Booth, 
water work* soereUry; Charles Me- 
Clain and A. D. Orowden. street su- 
perintendent; Arty gamer, meter in- 
spector In the water work* depart- 
ment: Charles Trippo, H. B. Chase 
and J. J. Vandevan. health board 
plumbing inspectors; William M. 
Dodd, assistant market master; J. 
H. Jewhcrst, assist nit -Mj engineer, 


PEABL FIVE MILLION 


YEABfi OLD IS FOUTO 


STANFORD DMVsMBUTT, 


April 23.—A pe*rl «*tfm»*i to few 
been formed five million mr* •<• 
and said to be the oldest 
of it* kind IB the world, wa* 
by Stanley C. Berrold, • Btamlor* 
student, six month* ago. tt became) 
known today. The pearl will b» 
presented to the Stanford U 


The pearl, oyster •«* eo 


in which it was imbedded, earn* to v 
Stanford us consignment of geolog- 
ical material from too coast of the) 


and L. E. Miller and F- O. Bodkin, cute of Washington 
rodmen la the engineering depart- 


t. 


URIAH'S 


Stove department 


' 


i. wry 
complete. — 


You will find cooking ware of every " 
kind and stylo, also specialties for 
Iho kitchen not usually found la 
store* of the kind. If yon. see • 


According to university authorttlos. 


the pearl Is of little vain* M 
but tbe oyster 
to which 
It 


fonnd originated, they say probably 


period, 
tat 


to the Eocene 


specialty advertised In your favor- 
ite magazine yon will most-always 
find it at Barman's. 


takes in the Toys 


from every grammar school in Lima. 
Through hikes and camps in summer 


The experience of 
Chicago and 


other large cities 
prove* that the 


boy* who have a chance for play ot 
this kind are rarely in trouble with 
tho polio* or In difficulty at the Juve- 
nile court. . 


Tbe new t. H. C. A. building to 


which Ulma citizens will soon be ask- 
ed to subscribe will be the big cen- 
ter for the organized play life of tho 
boy* and men of the city. Men are 
renewing their youth these day* at 
they are learning again to play In 
the well equipped gymnasium* of 
tho Young Men's Christian associa- 
tion. 
Tho promoter of eommercialixed 


amusements recognize* the wide- 
spread existence of the "tun hunl 
ger." He takes from the youth his 
money and in many oases his fcioh 
ideals. Tho association helps con- 
serve these an* develop all the best 
in hi* life. It cost* something but 
is worth while. 


MASONIC NOTICE, 


A stated communication of Oar- 


rett Wykoff Lodge No. 58S. F. ft A. 
M.. wWbo hold Monday evening, 
April «, at 7: SO. AH Masons in 
tho city cordially invited. 


John H. Daniel. W. M. 


LIMA HOUSE 
: - 


SERVES A SUNDAY 
NOONDAY 


DINNER FROM.lft TO 9 O'CLOCK 
AT HOe. ' 


THE HISTORY OF SUBMARINE 


MATTERS UP TO PRESENT TIME 


FENDLAY. O.. April M.—Twonty 


homes were quarantined here, yes- 
terday became of measles and health 
officers report an epidemic Jrow 
which one death ha* resulted. School 
attendance i* down to one-third. 
RHEUMATISM 


CAN BE CURED 


On February 4, 1916, the German 


government issued a proclamation 
declaring the 
waters 
around the 


British Isles a war cone, and giving 
nptlce that, after February 18, all 
merchant ships owned by the enemy 
powurs would be wink. 


On February 19, the United" States 


sent at note ot protest against Ger- 


States note relative to the liusitania 
an dthea ubmarine policy in general 
which tbe United States had sub- 
mitted on July 81, and the United 
States asked tor an immediate ans- 
wer. 


On September 10 Germany replied 


with explanations and promise*. 


On October 
5 Count Von Bern- 


storff presented a note to the United 
States conceding disavowal and rep- 
aration in the Arabic case. 


The controversy continued 
with 


periods when an agreement seemed 
near and others when a break ap- 
peared imminent. 


On February 11. last. Germany 


announced that she would sink all 


many's submarine 
warfare on the 


ground that Americans traveling on 
British and French ships would be 
Imperiled. 


On May 7, the liner Lusitania was 


sink with the loss of about 1,200 
Ifres. more than 100' of the victims 
being Americans. Six days later the 
United States sent a note to Ger-1 
many pretesting against the meth- 
ods employed in the submarine cam- 
_ _ 


and against the destruction of eiga relations, announcing that the 


the Lmsitauia, which was not given attitude of this country toward the 
any warning. The note stated that 'submarine question had not changed 
Germany could not expect the United 
States to omit any word or act nec- 
essary to the performance ot Its Ba- 
red duty of safeguarding American 
ves at sea. 


armed lines. 


On February B4 President Wilson 


a letter to Senator Stone, 


of the committee on for- 


many with the United States main- 
aining that the Germaa government 
ould be held to strltc accoulnabil- 
y.The German government on May 
8, set up tbe contention that the 
.usltania was armed and was carry- 
lug munitions (contraband of war.) 


On June 10 the United States de- 


nied that the Lueitania was armed 
and Insisting that 
iroper reparation, 


Man and Plight. 


Mathematicians have calculated that 


man I* too heavy ever to be sustained 
In air by the power of his own mus- 
cle*, no matter how large the wing* 
are which he fastens to his body. Tbe 
weight limit Is probably approached 
by tho largest birds, such as the Aus- 
tralian crane, which still flics, al- 
though it weighs about 20 pounds. 
The ostrich long ago gave up all, hope 
of winging Ita way through the air. 
An aeroplane can be built, say tbe ex- 
pens, which will sustain a man and 
use but three horsepower, but as th» 
beat athletes can exert only a maxl- 


stantly threatened. 
This danger 


was embodied in 
the predacious 


beasts that infested the horse's early 
environment, mainly of the 
feline 


family that lay in wait concealed by 
bushes or other cover for the op- 
portunity to spring upon him and 
devour him. 
The horse 
had 
no 


means of defense against this danger 
except 
alertness In 
eluding 
the 


spring of his enemy and fleetness o 
foot to escape pursuit. Tho Individ 
ual horses that developed these qual 
Hies most highly 
survived, 
while 


those that failed to reach an efftcien 
standard fell victims to their eue 
mles. 


And xve now see, thousands 
o 


years after the domestication of the 
horse, that he suddenly falls into 
senseless panic and flees at breack 
neck speed from an imaginary dange 
behind him, heedless of real danger 
ahead which not Infrequently cause 
him a broken neck. 


The instinctive fear of Imaginary 


dangers In the horse, and the same 
kind of fear of serpents in man, ap- 
pear to have had a similar genesis 
In tho 
early 
experiences of both 


races. 


"he would not consent to 


the abridgement 
of the' rights of 


American citizens at sea," 


In the meantime notes were sent 


protesting against the 
slaking of 


million Ford cars in use today 


is your best guarantee of satisfac- 
tory service. Serving everybody— 
bringing pleasure to everybody, the 
Ford car is a utility—your car. The 
same high quality, with lower prices. 
Costs least ,to operate and maintain. 
Ford service everywhere. The Tour- 
ing Oar is $440; Runabout $390; 
Coupelet $590; Town Car $640; Se- 
dan $740, f. o. b. Detroit. 


W. C. FiUkg 


. .DISTRIBUTOR 


Then began an exchange of note* 6hips on which Americans were voy- 
etween the United States and Ger- 6ging, the latest pertaining to the 


channel liner Sussex. 


Germany make 
promise not to 


sink any more ships without warn* 
ng and give guarantee that suspect- 
ed ships be searched and warned be~ 
iore any attack be made upon them. 


The German answer to this note 


was tendered on July 9. It suggest- 
ed that Americans not Imperil them- 
selves by taking passage upon mer- 
chant ships owned by England and 
carrying contraband of war but use 
ships flying the United States flags. 


On August 19 the Arabic was tor- 


pedoed off Fastnet, two Americans 
losing their lives. 
Nine days later 


Count Von Bernstorff promised full 
satisfaction for the Arabic, and on 
September 
1 announcement was 


made that Germany accepted the 
American contention in the subma- 
rine controversy, and two days later 
Germany offered counter proposals 
that American claims in the Arabic 
case be submitted 
to Tho Hague 


tribunal for adjustment. 


In the meantime Gurmany was de- 


laying a reply to another United 


KLINGLER 


LOANS OF TWO-THIRDS VALUE 


s Made in1 Farm and City Property, in suma of . 


$5,000 and up at 5%. 


CF. KELLERMAN, 
SEAL ESTATE AND LOANS 


; 
- 
Stocks, Bonds, Mortgages. 


Room 4 Lima Trust Co. Building, Lima, Ohio, 


Phone Main 2231. 


BOYS 
ALL-WOOL 
5§£Sun;s 
BEST-IN LIMA 


MANY LIKE THIS IN UMA. 


Similar Oases Being Published In 


In Each Issue. 


The following case is, but one ot 


manr occurlng daily In Lima. It is 
an easy matter to verify it. You can- 
not ask for better proof. 


Mrs. John 
Quinlan, 625 
South 


+B+I 


Alain street, Lima, says: 
back gets lame 
and I 


arts and industrial arts, its scope; mum of about two horsepower for IS 
being world-wide. 
Since Its estab- 


lishment it has participated in as- 
tronomical, 
meteorological, 
geo- 


graphical, biological Hiul geological 
expeditious in nearly every portion 
of the world, resulting In vast in- 
crease In knowledge and in the ac- 
quisition of a great amount of valu- 
a!>|| material for the National Mu- 
p(*fm. 


Itmne* Free Publications. 


"For the diffuMon of knowledge 


seconds at a time, he will always be 
dependent on a machine. 


. ih«re are issued several series of'p. 


FIRST Rl'LE OF flOOI* HF.ALTH 


All schools of medicine agree that 


It is necessary to keep the bowels 
open and regular U one wishes to 
enjoy good health. Indigestion poi- 
sons the system and Invites disease. 
Foley Cathartic Tablets cleanse the 
bowels without griping or nausea, 
banish bloating, swoetfm the etom- 


:d Invigorates the llv«r. 
H. 


Tner* isn't a merchant in this cltj 


•bat will not Ho tbe right thing bf 
(he public. The people *io«ld fe«i* 
•r keeping their money In Lia*» tt 


tu-thu-sat 


ASK FOR and GIT 


HORLICK'S 


THE ORIGINAL 


IVALTED MILK 


«***» nb*£atM •••» tW MI 


"When my 
have pains 


across my kidneys, Doan'f Kidney 
Pills quickly remove the acnes. Short 
use ot them in a case of one of my 
children entirely cured ber of a dis- 
tressing kidney xveakne**. Another 
ot the family has also found great 
relief from them from 
rheumatic 


pains and backache. Doan's Kidney 
Pills see mto flush the kidney* and 
drive all pain from the body. There 
is nothing better for kidney troubles, 
and I am glad to recommend them 
to other sufferers." 


Price BOc at all dealers. 
Don't 


simply ask for a kidney remedy- 
get Doan's Kidney Pill*—the «ame 
that Mr*. Qnlnlan had. Foater-Mll- 
burn Co., Props,, Buffalo, N.'Y. 


THE SUCCESS OF YOUR CHILDREN 


TO A LARGE EXTENT DEPENDS UPON 


THE START YOU GIVE THEM WHEN THEY 
ARE YOUNG. 


IT IS NOT THE AMOUNT OF MONEY YOU 


LEAVE THEM SO MUCH AS IT IS "THE KIND 
OF HABITS THEY LEARN FROM YOU." 


ARE YOU TEACHING YOUR CHILDREN.JTO 


SAVE MONEY? 


The thrift habit has "been at the root of most bus- 


iness success. Give your children a start and en- 
couragement along this line. 


Ho matter whether your account is large or small 


you will always receive a welcome at this strong 
bank where your money is safe and earning 4 per 
cent compound interest. 
_^ 


THE OLD NATIONAL BANK, 


OPERA HOUSE BLOCK. 
LIMA, OHIO. 


DOCTOR 


|Win. Lockh&rt 


SKIN DISEASES 


sttl**BMI*M**» 
*nn»J»»M*»s»»*s»s«ssM«s^»«"»W*s»»W*s»niB»1••* 


Acne, Eczema and all 
Chronic Skin Eruptions 


TERMS 
FREE CONSULTATION, EAST 
German DoSors' Office 


203 Black Block 
Above Gregg's Dry 


Lima, Ohio. 
Goods Store 


N&WSPAPEIlf 


